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TELEPHONES, SWITCHBOARDS « SOUND EQUIPMENT AND ELECTRONIC CARILLONS « I 








DC Voltage, required by switchboard lamps and tele- 
es (especially dial), can always be assured when you 
a RectiFilteR. Made by RAYTHEON MANUFAC. 
RING COMPANY, it operates from regular AC source. 


j with no moving parts to wear, maintenance is low. 


ition the universe: by kingdoms, right wheel!” With these 
s, Samuel Morse clicked off the first telegram, Jan. 24, 
. Since early days, Hemingray Insulators have served 
munications. Today, made by AMERICAN STRU¢ 

AL PRODUCTS CO., theyre standard for quality. 


ey: Available now. for use with 
spinners, is Crapo Galvanized 

Wire. Heavily-galvanized: .091” 
Lveo s. “Stainless Steel” Lashing Wire 
and 1.65” dia.) also shipped promptly. 


© by 1\DIANA STEEL & WIRE CO. 
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Savings All Along the Line result for telephone 
companies using Copperweld Line Wire and 
They provide strength and con 
ductivity, rust-resistance and ease of handling. 
Made by COPPERWELD STEEL CO., these 


wires improve voice transmission. chains. Has handbrake, 


Drop Wire. 


Soldering’s Simpler, easier and faster—with the new WELLER MFG. CO. 
Solderlite Soldering Gun! Just press the trigger and the tip heats in 
five seconds. Handy bulb illuminates work while Flexitip loop gets 
through wiring, gives you longer reach. In two models: S-107 Single 
heat for light duty, and D-207 Dual-heat for chassis soldering. 
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You'll Find It Easy to Carry, because this A. B. 
CHANCE CO. Lineman’s Safety Cable Car can 
be collapsed, strapped or tied. Strong seat ad 
justs up and down by snaps and chains, and 


holes in chair frame allow snapping on safety 
rubber-tread wheels. 


KELLOGG SWITCHBOARD AND SUPPLY COMPANY 
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HE GOT HIS MAN—AGAIN. Two telephone calls, costing a 
total of $4.05, helped a New York City detective settle a $25,000 
claim for an insurance company recently. Daniel M. Eisenberg, 
private detective, who has found 250,000 “missing” persons in the 
past 25 years, couldn’t resist the Case of the Vanishing Partner, 
whose surviving business associate was to collect the $25,000. 

In studying the insurance agent’s file of investigation reports 
with page after page of mysterious men who weren’t the right man, 
the “armchair detective,” as Eisenberg calls himself, pounced on 
the name of the missing man’s former wife, and some 20 pages 
later, a note that she was once in the dress business. 

“Bring me the telephone book,” he told his secretary. “If you 
knew how to make dresses, and if you left your husband years ago, 
wouldn’t it be likely that you would have your own dress shop 
by now?” 


, 


“It sounds reasonable,” the secretary agreed. 

“And if your name was Harriet, you might call your place 
Madame Harriet’s?” the detective asked. 

“Could be,” said his girl Friday. 

“There’s a Madame Harriet’s just three blocks from this office,” 
he chuckled. ‘“‘Maybe we have something.” 

Madame Harriet, when glibly told by Eisenberg that he was a 
former business associate of her erstwhile spouse, offered the in- 
formation that he was living in a Los Angeles hotel under an 
assumed name. Two hours later the New York detective, through 
his West Coast operator, found his man. 


LIEDERKRANZ IS HEAD CHEESE IN OHIO. When Ohioans 
gathered around their radios to listen to the “Ohio Story” on the 
evening of Feb. 16, they heard a surprising account of how it had 
happened that Van Wert, in their state, became the Liederkranz 
cheese capital of the world. 

A letter recently received by the Ohio Bell Telephone Co., spon- 
sor of the program, from the Borden Cheese Co. reveals an un- 
expected incidental result of that broadcast. 

An excerpt from the letter reads, “In the month that followed 
your program .. . sales of Liederkranz doubled in the 10-station 
listening area. . . . We thought you would like to add this to 
the list of examples of the service Ohio Bell offers the people 
and industries of our state.” 


THESE ETERNAL ETERNITY CASES. An obstetrician’s hours 


are highly irregular. Often just as he is sitting down to dinner, or 
perhaps in the middle of the night, he is called upon to attend a 
patient. 

One evening, as this particular doctor was reading a story to his 
seven-year-old daughter, he was interrupted in the middle of the 
story by the telephone ringing. A few minutes later the doctor. 
carrying his little black bag, hurried out. 

“Oh, dear,” said little daughter, “why does daddy always have 


to go out on an eternity case just as he’s in the middle of a story?” 


THE BILLS THEY LEFT BEHIND. A landlord in Texas, who 


rented his home to a couple for two months, returned home to 
find: the water on; the air conditioner on; 11 unpaid long distance 
calls; unpaid utility bills; rent for second month unpaid; attic 
trunk ransacked: one closet ransacked. He didn’t find: a _ type- 
writer; the couple. 
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USITA COMMITTEE ANALYZES 


Ylew FCC Allocation Ondor 


N May 
cations 


6 the Federal Communi- 

Commission issued its 
order pertaining to the alloca- 
tion of certain of the frequencies below 
}00 me and to the 


ations for 


final rules and regu- 


radio-telephone services re- 


ating thereto. Our industry, and oth- 
rs, have been operating under orders 
ssued in May, 1945, which permitted 


xperimental operation as administered 
vith subsequent public notices. In June, 
1948, the commission issued a proposed 
der which would have deprived the 
telephone industry of some of the chan- 
els provided under previous alloca- 
tions and otherwise would have imposed 
That 
opposed by the 


number of 


‘ertain administrative hardships. 


rder was vigorously 


association indi- 


vidual companies speaking in their own 


and by a 


behalf (TELEPHONY, May 14, p. 13). 
The final order which has just been 
ssued has given recognition to the 
ndustry’s views to a minor extent. In 
immary, the final order assigns to 


lephone industry 12 


tw blocks of six 


frequencies 
frequencies each 
152- 


will be 


services in the 
this band it 
present techniques, to 


urban mobile 
me band. In 
possible, under 
provide three 


channels at 


complete mobile service 
120 ke spacing. At such 
time as the operation of adjacent chan- 
nels (60 ke spacing) 
not nly 


economic-wise, six 


becomes feasible, 
but 
complete 

provided 


engineering-wise also 
mobile 


channels may be in this band. 


These channels are assigned for the 
exclusive use of the telephone industry 
and e not to be shared with any 
ther class of user. This is the same 
numl of channels assigned to the 
telephone industry immediately prior 
to the final order just issued. 

The commission, in its final order, 
“pon <uthorization permits the use of 
the u. ban mobile frequencies assigned 
to tel’ »hone companies also to be used 
for p nt-to-point rural or toll service, 
but o a secondary basis. By this is 
meant that these frequencies may be 
used either of these other purposes 
only »- long as they do not cause inter- 
ferenc with the first priority purposes 
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This article is in response to TELEPHONY's invitation to the 

Radio Service Committee of the United States Independent 

Telephone Association to comment upon the effect of the 

FCC radio frequencies allocation order upon the Independent 
telephone industry. 


for which they are available—mobile 
service. 
The industry 


access on a secondary, 


telephone also has 
non-interference 
basis to the group of frequencies (two 
duplex channels on 120 ke spacing) for 
point-to-point assigned to the 


2-162 


service 
carriers in the 15 
of the 
point-to-point 


limited common 
me band. The availability 
frequencies for 


urban 
mobile 
toll and 
be of 
densely 
where 


service 
particular 
settled 
urban 


rural may prove to 
the 
country 


established at 


value in less 
section of the 
service, if 
on a limited demand basis. 
While the industry 
certain of the mobile 
quencies on a 
point-to-point 
in considering the 
izing their 
consider, 


all, may be 
has 
fre- 
basis fo. 


telephone 
access to 
secondary 
service, the commission 
propriety of author- 
this 
among other 


use for service will 


things, whether 
substitute. 


from 


wire lines offer a reasonable 
This should not deter a company 
applying for authority to use the 


bile frequencies for point-to-point serv- 


mo- 


ice, but does suggest that the commis- 
sion be furnished 
instance, 


complete story, in 
as to why the applicant 
Another 
be borne in mind is that the final order 
just issued, at least as far as telephone 


each 


wants to use radio. point to 


companies are concerned, is complete 
only with respect to mobile service 
Rules to govern point-to-point service 


have not been issued. These are under 


preparation and will be 


at a later date. 


promulgated 


in the final 


mobile service are: 


The frequencies assigned 
order for 


Fixed Station 
152.51 15 
152.57 15 
152.63 15 

152.69 15 

15 
15 


Mobile_ Station 


152.75 


i 
83 
89 
95 
01 
152.81 .O7 


SS III 


The and final 
responds with the previous assignment 
under which the industry has been op- 


erating, 


new assignment cor- 
with these exceptions: 


Frequencies previously assigned but 


no longer available to the telephone 

industry-— 

Fixed Station Mobile Station 
152.39 157.65 
152.45 157.7] 

New frequencies made available to 


the telephone final 
order- 


Fired Station 


industry in the 


Mobile Station 
152.75 158.01 
152.81 158.07 

It is 
operating 


that 
under the 


apparent any company 
frequencies which 
available, but have 
the block 
industry, 
assignment. 
will of 


previously were 
from 
signed to the telephone 
apply for a re- 
so affected 


now been removed as- 


must 
Companies 
find it 


course nec- 


essary to replace the crystals and to 
effect certain readjustments of the 
tuned circuits in their transmitting 
and receiving equipment. It is under- 


stood that these 
of a 


readjustments will be 


minor nature and not 


re-wiring or 


require 


major equipment items 
It is suggested that com- 


operating 


replacement. 


panies mobile service who 


this situation 
contacting the suppliers of 


may be confronted with 


consider 


their mobile service equipment for 
advice. 
With respect to highway mobile 


service, the telephone industry, 
commission’s order of March, 


assigned 20 


by the 
1947, was 
channels on an adjacent 
channel spacing basis. The final order 
just issued results in reducing the num- 
of channels available for highway 
service from 20 to 12, representing 24 


Out of these 24 frequen- 


ber 


frequencies. 


cies, two complete channels, or four 
frequencies, must be shared with the 
Western Union Telecar Service and 
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one transmitter 
shared with the Telanserphone Service, 
for transmitter purposes. 


frequency must be 


Thus, it may be seen that the fre- 


quencies available to the telephone 
industry for highway purposes have 
been reduced from 40 in the March, 


1947, order to 19 exclusive and five 
shared frequencies in the final order 
just issued. It will be recalled that be- 
cause of the characteristics of the fre- 
quencies assigned for highway mobile 
service purposes, only a _ portion is 
available for use in a given geograph- 
ical area. Thus, in each part of the 
United States, normally only one high- 
way channel is available, although in 
two regions, which might, for instance, 
be the northeastern part of the coun- 
try and the Chicago region, two chan- 
nels are available. The frequencies 
assigned in the order just issued to 
the telephone industry and for partial 
sharing by it with others for highway 
mobile service are: 


Fixed Station Mobile Station 


35.22 43.22 
35.26 43.26 
35.30 43.30 
35.38 43.3 

35.42 43.42 
35.46 43.46 
35.50 43.50 
35.54 43.54 
35.58 43.58 
35.62 43.62 
35.66 43.66 


The authority to render service of 
a local character, generally defined as 
“urban” service, by means of a station 
using the “highway” frequencies, re- 
mains effective in the present order. 
radio-tele- 
provided for “direct 
dispatch” and ‘general mobile service.” 
The final order eliminates the distinc- 
tion between 


The proposed order for 


phone — service 


these two services and 
affords the licensee an opportunity to 
make whatever utilization of the fre- 
quencies as will best serve its needs 
and the needs of the public. 

Service to vessels from the mobile 
frequencies herein discussed has been 
generally prohibited. The new rules, 
however, upon specific authorization, 
will permit the rendition of service to 
vessels on these frequencies upon a 
showing that such service is necessary 
and desirable in a particular area and 
may be rendered without degrading 
service to land vehicles. The use of the 
mobile frequencies for communication 
with aircraft is not permitted herein 
under any circumstances. 

All companies 
radio-telephone 


presently 
service 


operating 
under experi- 
mental permits, licenses or applications 
and which desire to continue operations 
under the final order, apparently will 
be required to file new applications for 
“regular permits and licenses.” In this 
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connection, we find the following lan- 
guage in the order: 


‘“‘Section 6.517(b)—Attention is 
called to the fact that all experimental 
permittees, licensees, applicants and in- 
tended applicants in the mobile com- 
mon carrier service are now required to 
file new applications for regular per- 
mits and licenses in the domestic public 
land mobile services.” 


Some companies which have _ been 
holding orders for mobile service be- 
cause of insufficient channel capacity 
have filed with the appropriate regu- 
latory authorities a table of priorities 
which recognize the greatest essential- 
ity of the service. The FCC, recogniz- 
ing that insufficient mobile 
frequencies have been assigned to the 
telephone industry, has stated its in- 


service 


tention to issue an appropriate regu- 
lation setting up a table of priorities 
to apply in all cases. 

The telephone industry, particularly 
the Independent segment, is trending 
toward the belief that point-to-point 
toll service, by means of radio, holds 
outstanding possibilities. The associa- 
tion (USITA), and certain companies, 
appearing in their own behalf, pre- 
sented to the commission the proposi- 
tion that adequate and 
quencies for this 


usable fre- 

should be 
assigned. Some encouragement in this 
respect is derived from the final orde) 
with respect to the frequencies between 
72 and 76 me. With respect to these 
frequencies, the commission has this to 


say: 


purpose 


“The commission has decided to sub- 
allocate frequencies in this band to 
operational fixed stations on a basis of 
non-interference to television with the 
additional provision that frequencies in 
the band are available to common car- 
rier fixed stations, on the basis of non- 
interference to either operational fixed 
stations or television stations.” 


There are 40 two-way channels in 
the 72-76 me band. These channels have 
been assigned to various groups in the 
public safety, industrial and _ land 
transportation services. While our use 
of this band for point-to-point purposes 
is on a secondary basis, it would ap- 
pear probable that in many sections 
of the country telephone companies 
may find it practical to establish serv- 
ice in it, particularly in view of the 
fact that radio equipment is presently 
available at reasonable cost in this 
band. 
certain indi- 
vidual companies contended before the 
FCC in various hearings and briefs, 


The association, and 


that radio-telephone service was noth- 
ing more than an extension of regular 
land-line telephone service and _ that 
adequate frequencies should be assigned 
to the telephone industry to permit it 
to render service to all who want it, 


at least to the extent that spectr.m 
capacity permitted. It also contended 
that the use of the frequencies woiild 
be conserved by such an arrangemeat. 
In addition, the proposed orders wh ch 
preceded the final order were analyxed 
and the attention of the commission 
was drawn to those sections which im- 
posed what appeared to be unreason- 
able requirements and 
administrative 
companies. 


unnecessary 
burdens on_ telephone 

With respect to these contentions, the 
industry obviously got much less than 
it believed proper in order to meet 
its responsibilities, but was 
ful in certain 


Success- 
Three of the 
wrote dissenting 


respects. 
commissioners opin- 
ions, the tenor of which was that as 
the result of the 
assignments many persons, large and 


present frequency 
small, who need mobile service, wil] b¢ 
wholly without it, that insufficient fre- 
quencies have been assigned to commor 
carriers, that common carriers are i! 
the best 
grated and 


position to provide an_ inte- 
coordinated service, and 
that the work load on the commissio1 
will be increased by virtue of the many 
unrelated frequency assignments. The 
majority of the suggestions made to 
the commission for simplification of 
administration of radio-telephone serv- 
ice by telephone companies, however, 
was accepted. 

It was contended by the 
that general 


industry 
communication 
land-line 
should not be 


carriers 


rendering telephone 


service 
required to establis! 
physical connections with the misce 
limited 
carriers. The commission order carries 


laneous or so-called commo! 


this language: 


“Where a grantee is not the operato! 
of a telephone land-line system, it Is 
hoped that the appropriate land-lin¢ 
carrier will establish a physical con- 
nection and the necessary through 
routes and charges. If any controvers) 
should develop in this matter, Sectio1 
20la of the Communications Act 0! 
1934, as amended, provides recourse t 
the commission.” 


It is believed that 
panies will naturally wish to determin 
what their rights might be under the 
law before establishing such intercon- 
nections against their will, if they find 


telephone com- 


themselves in a controversy of the typ* 
contemplated. 

The document setting forth the fina! 
erder is composed of 80 large, three 
column pages. It is printed in the May 
6, 1949 issue of the Federal Rey ster, 
which may be obtained from the Supe! 
intendent of Documents, Government 
Printing Office, Washington 25, C., 
at 20 cents a copy. The foregoing »bvi- 
ously can no more than highligh th 


order after a rather hurried ay 


(Please turn to page 
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BY FRANCIS X. WELCH 
WASHINGTON EDITOR 


Poage and Hill Bills slipping; no longer considered as ‘'must"’ 
legislation. . .. Truman's election mandate greatly exaggerated, 
Welch says. . . . FCC rules on Southern Bell depreciation. . . . 
Possibility of another FCC-Bell probe, Chairman Coy hints. 


congressional! 
with the 
shift 
in the priority standing of the various 


HE administration’s 
leaders, after consulting 
President, have announced a 
measures which comprise the adminis- 
tration program. The “must” measures 
are now the extension of the reciprocal 


trade program, ratification of the 
North Atlantic Pact, and the repeal 
of the Taft-Hartley Act. The admin- 


istration’s various ambitious domestic 


measures civil rights, compulsory 


health insurance, enlargement of the 
long-range 


pushed 


security program, 


housing, ete.—are now down 
the list and will probably not be con- 


sidered during the present session. 


It was not clear, at this writing, 

here all this pulling and hauling on 
the administration’s rapidly shrinking 
“must list” left the Poage Bill (to au- 
the e REA loans for rural _tele- 
} es). A short while ago—right 
ait the administration was defeated 


attempt to repeal the 
Taft-Hartley Act the White House 


riginal 


supposed to have confided to 
> er Rayburn, Rules Committee 
( nan Sabath, and other House 


atic leaders that it was willing 


for a minimum of ten “must 
it the present session of the 81st 
{ ess. The Poage Bill 
st—well toward the 


still 


was part of 
bot- 
part of the 


down 


+ 1 


s true, but 


comes the latest revision of the 
Senate 
Iliinois. It 
Bill. But 


those measures 


ist” as announced by 
atic leader Lueas of 
t contain the Poage 
do the 


re admittedly thrown overboard 


lists of 


I ‘ present session contain the 
i Bill. The explanation 
the fact that the Poage Bill is 


minor piece of legislation—from 


possibly 


U ) level administration point of 
\ which leaves it in the limbo of 
JU= 4, 1949 


other minor bills (that may or may not 
be passed). 

This week the House Rules Com- 
mittee refused to give a favorable rule 
Poage Bill for the third time. 
3ut another still to be 


held after these lines are written. Since 


on the 
session was 
the vote was pretty close, your corre- 
that the 
Rules Committee will continue to bottle 


spondent hesitates to predict 


up the Poage Bill. But there is a good 
chance that if it 
on the floor of the House, it will either 


does finally emerge 


contain an “anti-duplication amend- 
ment,” or, a strong effort will be made 
to have such an amendment added on 
the fioor of the House. 

Over on the Senate side, no sign of 
been observed on the com- 
Hill Bill. Supporters of the 


(which lists the names of six 


life has 
panion 

Hill Bill 
other senators as co-authors) are obvi- 


ously waiting to see what the House 
does first. If the bill 
then 


ings will probably be 


should pass the 


House, Senate Committee hear- 


held, in an effort 
upper cham- 


to make progress in the 


ber. The whole legislative situation, 
however, is so snarled in the Senate 
that it is hard to see the Poage Bill 


getting approved or even getting to a 
vote before the session ends. 
(R., N.D.) tried to 


while the Senate 


Senator Lange 


take a short cut was 
Agriculture Depart 
ment Appropriations Bill for 1950. He 


passing a regula! 


tried to tack on an amendment autho 
izing REA 
But the 
tion out of 


loans for rural telephones. 


Senate leaders ruled the mo- 


order as being an attempt 


to put new legislation into an appro- 
priation bill. Oddly enough, Senator 
Hill (D., Ala.) was presiding at the 
time. 


3ut even if the Senate is so tied up 
by the GOP-Dixie coalition that only a 
minimum of controversial measures can 
this well to 


be passed session—it is 


progress made on 


Hill Bill 


remember that 
either the Poage Bill or the 
will remain intact during the congres- 


any 


if the 
House should pass the bill at this ses- 
sion, it would then only be necessary 
for the Senate to pass the bill at the 
next session—because the 81st Congress 
until the end of the 
It is important, therefore, 


sional recess. In other words, 


remains in office 
1950. 


for telephone folks to keep the opposi- 


year 


tion centered on this bill every step of 
Even if it should be bottled 
House for the rest of the 
will most 
made to bring the bill 


the way. 
up in the 
strong effort 


session, a cer- 


tainly be out, 


for floor action, at the next session. 


The Lost Mandate 
Getting back to President Truman’s 
with the 8lst 
appear that the 
recognizing the 


“troubles,” generally, 


Congress, it would 
President is finally 


limits of his so-called mandate. 
His re-election last fall 
that there 


universal tendency to exagger- 


was so gen- 


erally unexpected was an 


almost 
ate the extent of his mandate. People 
made almost as big a mistake in exag- 


gerating the extent of his mandate 


after the election as the mistake poll- 


made hefore the election. Some 


sters 
even spoke of Mr. Truman’s victory as 


“sweeping”’—whereas in fact it wasn’t 


sweeping at all and didn’t even repre- 


sent a clear majority of the votes cast. 


President Truman himself exagger- 


ated the extent of his mandate. Only 


on that assumption is it possible to 


explain the huge and highly contro- 


versial legislative program which he 


presented to the 81st Congress in Jan- 


uary with a request for prompt pas- 
sage. Such a program assumed some- 
thing very much like a rubber-stamp 


Congress. It didn’t materialize. 

Feb 
exaggerated 

If he had not, 

he would not have chosen at that time, 


President Truman, as late as 
20th, held to this 


estimate of his mandate. 


ruary 


through his congressional leaders, to 


force a decision on the most contro- 
versial of all the elements in his pro- 
gram, the civil-rights measure. In so 


he deliberately brought on the 
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filibuster—an episode which stalled the 
Senate completely for several weeks 
and wound up with a defeat for the 
administration. It was this piece of 
administration bungling which led to 
the consolidation of the GOP-Dixie 
coalition. 


By the time this filibuster had run 
its course, it was evident to almost 
everyone but President Truman that 
his mandate most definitely did not ex- 
tend to Congress itself. The President’s 
failure to win a clear majority of votes 
last November meant that many of the 
votes were cast for other candidates, 
and that, therefore, many voters were 
against him and his platform. Public 
opinion was actually more accurately 
represented by the results of the con- 
gressional elections which took place at 
the same time. On many issues, the 
President simply does not have a ma- 
jority in Congress which stands ready 
to do his will. On issues involving 
domestic social reform and novel eco- 
nomic legislation, Congress divides 
along lines disconcerting to the Presi- 
dent. 

Up to now President Truman has 
stood stubbornly by his insistence on a 
big increase in taxation, on devices for 
checking a no-longer-existent inflation, 
on compulsory health insurance, and so 
on. But he has been brought to the 
view by his own men in Congress that 
clinging to his own grandiose idea of 
his mandate is not only futile but im- 
perils some of the legislation on which 
he can expect to command a majority. 
Hence the shift in legislative priorities. 

So far, practically nothing of his 
program has been acted on by Con- 
gress. By easing the pressure for some 
of his pets, he assures the successful 
passage of measures for which he can 
command a majority and which the 
country needs right now. 


FCC Rules on Southern Bell Depreciation 
The Federal Communications Com- 
mission on May 25th took action with 


respect to depreciation rates for another 


Bell System telephone company by for- 
mally prescribing depreciation rates 
for the Southern Bell Telephone & 
Telegraph Co., which operates in Ala- 


bama, Florida, Georgia, Kentucky, 
Louisiana, Mississippi, North Carolina, 
South Carolina and Tennessee. This 
action is part of the commission’s pro- 
gram to establish depreciation rates 
for the communication companies under 
its jurisdiction. 

The depreciation rates for Southern 
Bell were developed as a result of ex- 
tensive studies conducted by the FCC 
staff, in cooperation with the South- 
eastern Association of Railroad and 
Utilities Commissioners, and staff dis- 
cussions with representatives of the 
company. The public utility commis- 
sions of all nine states indicated no 
objection to the new rates, but in gen- 
eral reserved the right to make such 
adjustments in the company’s operat- 
ing expenses for depreciation as they 
might find appropriate in intrastate 
telephone rate matters before them. 

The prescribed rates supersede the 
company’s depreciation rates, which 
were developed in 1943 and have been 
in effect since Jan. 1, 1944 when, be- 
cause of wartime restrictions on tele- 
phone equipment, all normal construc- 
tion and plant replacements were either 
suspended or curtailed. If these rates 
were to be continued during 1949, the 
resulting depreciation charges would 
amount to approximately $27,270,000. 
In view of substantial changes in con- 
ditions affecting plant lives and salvage 
recoveries, however, the company con- 
tended that depreciation accruals for 
certain classes of plant have been in- 
adequate and accordingly it initially 
proposed rates which would have pro- 
duced depreciation charges for 1949 of 
approximately $29,600,000. It is esti- 
mated that the rates prescribed by the 
commission will result in depreciation 
charges of about $28,300,000 for 1949, 
or approximately $1,300,000 less than 
the amount proposed by the company. 

The rates prescribed by the commis- 
sion are subject to modification as con- 
ditions change. For example, the new 
rates reflect, to a considerable extent, 
premature retirements of manually op- 
erated central offices scheduled for con- 
version to automatic or dial operation 
within the next four to five years. As 
this conversion program is carried out, 


it is expected that depreciation rz‘es 
and charges associated with such p] int 
life will diminish. , 


Telephone Polls vs. Telephone Polk 

Dr. George Gallup’s polls came up 
for mildly critical attention rece:.tly 
at the telephone rate hearing beiore 
the Maryland Public Service Commis- 
sion. 

It was during technical testimony by 
a witness for the Chesapeake & Po- 
tomac Telephone Co. on sampling pro- 
cedures used to determine the average 
physical condition of classes of items 
of telephone plant. 

Philip H. Dorsey, Jr., people’s coun- 
sel, asked the witness, Dr. E. Edwards 
Deming, statistician specializing as con- 
sultant in the design and analysis of 
statistical surveys, how his theory com- 
pared with that of Dr. Gallup. 

Expressing reluctance to criticize a 
“professional man,” Dr. Deming said, 
nonetheless, that Dr. Gallup had no 
theory—rather, a method. 

As to Gallup’s method, Deming said 
he knew of no sure way whereby it 
could be shown what people would d 


two weeks hence. The inference is that 
we can be reasonably certain about 
what a telephone pole will be doing ir 
the same length of time. 


Another FCC-Bell Probe? 
Chairman Wayne Coy has _ hinted 
that an FCC project similar to th 
1935 telephone investigation will be 
launched by the commission if the Long 
Lines Department of the American 
Telephone & Telegraph Co. seeks inter- 
state rate increases. 

Coy was testifying before the Senate 
Independent Offices Appropriations sub- 
committee. He foresaw within the next 
several months that the FCC will be 
faced with an AT&T request for a! 
interstaté rate boost. The FCC cannot 
permit that, he said, “without the kind 
of information” the commission had as 
2 result of the telephone investigation 
He added, “I am just as sure as any- 
thing that once we are faced with such 
a rate petition we will be here asking 
for supplemental appropriations to en- 
able us to do work comparable to the 
1935 telephone investigation.” 


There was a man who lived by the side of the road and he sold hot dogs. He was hard of 


hearing so he had no radio. 


He had trouble with his eyes so he read no newspapers. But he 


sold good hot dogs. He put signs up on the highway, telling how good they were. He stood 


on the side of the road and cried, “Buy a hot dog, mister?” 


his meat and bun orders. 


haven't you been listening to the radio? 


And people bought. He increased 
He bought a bigger stove, to take care of his trade. He finally got 
his son home from college to help him. But then something happened. His son said, ‘Father, 


Haven't you been reading the newspapers? There's 


a big depression on. The European situation is terrible. The domestic situation is worse. Every- 
thing’s going to pot.””. Whereupon the father thought, “Well, my 


son’s been to college, he 
reads the papers and he listens to the radio, and he ought to know.” 


So the father cut down 


on his meat and bun orders, took down his advertising signs, and no longer bothered to stand 
out on the highway to sell his hot dogs. And his hot dog sales fell almost overnight. “You're right. 


son.” the father said to the boy. 


The Reporter of Direct Mail Advertising. 


“We certainly are in the middle of a great depression.”— 
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HE comment is frequently heard 
these days that television will cer- 
tainly ruin the vision of the youth 
of the land. The writer can 
member when the same dire prediction 


well re- 


was made concerning the early movies. 
This, of course, did not come true, and 
actually the flickering movies of yes- 
terday were much inferior in quality 
to television of today. 

In our opinion, present-day television, 
even when transmitted over long dis- 
tances by either coaxial cable or radio 
relay, is of exceptionally good quality. 


It has been said: “Having any kind 
of a reputation is bad. If you have a 
good one, people expect you to live up 
to it, and if you have a bad one, people 
expect you to live it down.” 


A new analyzer, designed specifically 


for telephone, carrier current, and 
transmission line communication sys- 
tems of maintenance, has recently been 
announced. This new analyzer meas- 


ures low level speech circuits when a 
minimum amount of disturbance is in- 
volved in these circuits. This instru- 
ment is entirely self-contained, requir- 
ing no power line connection and, as 
it is ungrounded, all problems of un- 
balance on transmission lines or signal 
circuits are eliminated. 
eee 
1 Army Signal Corps has designed 
and structed a “Silent Chamber” at 
Ft nmouth, N. J., which produces 
abs : stillness—simulating the sound 
co} n found in the very center of 
U rt. 
n scientifically as an anechoic 
(1 0) chamber, it was designed 
os y to determine operational ac- 
cu s of microphones, head-sets, 


akers and other items requiring 
examination. 

eers associated with building 
chamber found that they could 
pose themselves to the effects 


JUN. 4, 1949 








of absolute quietness for 30 minutes 
before experiencing profound discom- 
fort. 

eee 


A portable hoist constructed of alloy 
aluminum and _e weighing 
pounds, yet capable of lifting one and 
one-half tons, has recently been placed 
on the market. The handle may be re- 
so that the user may take ad- 
vantage of easier operating conditions 
in tight places. 


only 8% 


versed 





Instead of the usual chain, this hoist 
employs a 133 strand aircraft cable 
which reels out easily without snagging. 
The limit of the cable is 15 ft., at 
which length the hoist capacity is 1,500 
pounds. When doubled (length 7% ft.) 
the lifting capacity is increased to one 
and one-half tons. 


The idea of providing a shelf under 
the seat of each operator’s chair as a 
holder for her purse is considered a 
very good one. Any woman, even the 
efficient operator type, is lost without 





her purse and to have it nearby during 
working hours undoubtedly gives her 
considerable personal satisfaction. 

Women in the various services dur- 
ing the late war could not function 
without their purses and, therefore, one 
hung on a strap over the shoulder was 
made a part of the uniform. 

It would appear that the purse holder 
on the operator’s chair will result in 
confusion and in the 
time in the locker and rest rooms dur- 
ing relief periods. 


less saving of 


eee 

tecently, the writer enjoyed the 
pleasure of a conducted tour through 
well known tele- 
Much to our surprise, 


the warehouses of a 
phone supplier. 
large quantities of practically all sup- 
plies were available in any reasonable 
amount desired. Further, it was under- 
stood that almost all and 
of lead covered telephone cable can be 
delivered in about two months. Per- 
haps the most critical item of telephone 
material today is central office switch- 
ing equipment of all kinds. In 
that a year or 
required to effect de- 
livery of much of this equipment. 


types sizes 


most 
cases, we are advised 
longer will be 
To say the least, the supply of com- 
munication equipment has improved 
considerably since the war years. 


A new paint brush cleaner, recently 
developed, demonstrates the marvels of 
modern chemistry. 

A brush that is being used with 
black paint is dipped briefly into the 
new cleaner and it is ready to use in 
white paint. It is claimed that this 
cleaner never strength and 
may be used over and over again. The 
flushed paint settles to the bottom of 
the container. 


loses its 


The use of one common pole line to 
carry both communication and power 
is not new since the idea was actually 
used prior to 1890. It is claimed that 
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there are over 6,000,000 poles in joint 
use today. 

At the present time, there is much 
interest being evinced in joint con- 
struction for rural line use because of 
the numerous rural electrification lines 
presently in service. Personally, we 
have never considered joint construc- 
tion. Rural line service proves an ad- 
vantage when the cost of extra protec- 





Q. What type of soap should be used 


for detecting leaks in cable splices on 
a flash test? 

A. A special type of soap is avail- 
able for this purpose which may be 
procured from any telephone supply 
house. 

When this soap is not available, a 
good working substitute can be made 
up locally by mixing a thick lather, 
using any kind of soap flakes. The 
prepared soap, however, has the ad- 
vantage in that it contains glycerine 
and can be used in below freezing 
weather. 

eee 


Q. When house wire must be tacked 
to a plaster wall what method may be 
used to prevent the plaster from chip- 
ping? 

A. The best method is to place a 
small piece of scotch tape on the plas- 
ter and then drive the tack through it. 
This will cause the tack point to make 
a clean hole in the plaster without 
chipping. If necessary, the tack can 
also be removed without chipping when 
this method is followed. 


Q. We have a considerable number 
of customers who indicate a need for a 
small PBX switchboard, but cannot af- 
ford to pay the usual rate charged for 
this type of service. We plan the instal- 
lation of cordless type switchboards, but 
some customers complain of the ex- 
pense of hiring operators. Can you sug- 
gest a better plan? 

A. The cordless type PBX switch- 
board is considered an excellent ar- 
rangement and is used in large num- 
bers by many small business concerns. 
Usually, a clerk or typist can operate 
the switchboard in addition to their 
regular duties when the traffic is not 
overly heavy, thus obviating the neces- 
sity of hiring a special operator. 

Moreover, often a key set can be 
used to good advantage when _ both 
intercommunication and outside service 
is required over a system. Ten station 
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tion, transpositions and drainage coils 
are considered, plus increased main- 
tenance. The pole savings appear in- 
significant. This is, however, only an 
opinion and we do not have actual 
figures to prove it. If any of our read- 
ers have had actual experience with 
rural lines strung on REA poles, we 
would be pleased to receive your reac- 
tions. 


systems can be obtained with two, 
three or six outside trunk lines. One 
or two intercommunication circuits 
may be provided as required. A small, 
compact key cabinet is installed at each 
telephone. The face equipment on this 
cabinet consists of push button locking 
keys associated with individual lamps 
for trunks and_intercommunicating 
circuits. Holding and release keys, also 
individual selective ringing keys are 
provided for each station on the sys- 
tem. The relays for control of the 
system are mounted on a small rack 
which may be installed in a suitable 
wall cabinet. Power can be supplied by 
a rectifier or storage batteries. Also, 
battery and generator can be furnished 
over cable pairs from the main ex- 
change, if desired. The usual type of 
telephones are used on the system. 

Any station in the system may an- 
swer, hold and transfer calls. Confer- 
ence connections may be arranged by 
any station calling any other station 
and requesting them to connect with 
any trunk circuit which is to be used 
for the conference. These key sets may 
be used on either dial or manual sys- 
tems. 

e ee 


Q. We are at present using two dif- 
ferent types of dial number plates in 
our system and plan to standardize on 
one type. What type would you recom- 
mend to meet average general require- 
ments? 

A. In our opinion, the letter-number 
dial is the most universally accepted 
and will meet all ordinary requirements 
in the average telephone exchange. 
This type dial is also suited for use on 
toll dialing which will undoubtedly 
come into general use in the near 
future. 

eee 


Q@. We are planning to replace our 
galvanized strand with Copperweld on 
an aerial cable lead in a corrosive area. 
Will it prove satisfactory to use gal- 
vanized cable spinner wire to support 
cables on the Copperweld strand? 


‘ 


A. If Copperweld strand is used, 
the spinner wire should also be Cop) »r- 
weld. If iron wire is used on Copperw eld 
strand, the dissimilar metals will ac- 
celerate corrosion and soon cause s:rj- 
ous damage. 


Q. Are there any objections to the 
installation of fiuorescent lighting fix- 
tures on equipment frames in a tele. 
phone exchange? 

A. To the best of our knowledge, 
there is no objection to this arrangs 
ment which is now common practic 
in many large exchanges. If the powe; 
wiring to these lights is inclose 
grounded conduit which in turn is 
bonded to the equipment frames, fu 
protection should be provided. 


Q. We have experienced consider. 
able difficulty in our exchange because 
of children and other unauthorized 
individuals climbing stepped poles. 
What arrangement is suggested in order 
to discourage this practice? 

A. It is believed that your best 
plan would be to install detachabl 
pole steps instead of the conventiona 
wooden butt steps. These steps may 
be installed by placing a plate whicl 
acts as a bearing surface for the ste} 
over a lag screw and driving it int 
the pole at the proper location. The 
step then slips down in a groove o! 
each side of the lag screw head and 
is prevented from turning by a lug 
projecting from the bottom of th 
plate. A nail driven through a h« 
the plate provides additional securit) 
against turning. Usually, five steps of 
this type on each pole will prove suff- 
cient. 

These detachable steps are removed 
when linemen are not actually working 
on the poles. 
tachable steps may be carried in eac 
trouble and line truck. 


©. We plan to remove a dial central 
and move the equipment by truck for 
a distance of about 25 miles where i! 
will be reinstalled in another exchange. 
Is it considered desirable to pack o! 
crate this equipment for a move 0 
this type? 

A. Crating is not considered neces 
sary in order to move the equij:met! 
such a short distance by truck provid 
ing, however, certain precautions ar 
taken. We have been informed o' se” 
eral successful moves by truck of val 
ous units of equipment when i! was 
mounted on skids. Such a _ procedut 
has proved highly satisfactor; an 
considerably cheaper than cratil 
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HE FOLLOWING true 
one Pioneer in the telephone indus- 
try will be familiar to all the others 


story of 


who spent many years working at the 
switchboard, serving as chief operators, 
cashiers, and in other positions. Today, 
however, we have many young people 
throughout 
familiar with 
and their 
lack of it, 
their crude equipment and meagre sal- 
might term the story of 
Maloney, chief 


working at switchboards 


the nation who are not 


the 
training, or 


the story of Pioneers, 


trials, joys, 
aries. So we 
Mrs. Helene 
for the Commonwealth Telephone Co. 
at Portage, Wis., 
because of ill health, the story 


operator 

who resigned re- 

cently 
the Pioneer operators. 

Mrs. Maloney started her telephone 
career with the Portage Telephone Co., 
the 

Portage, 


a predecessor of Commonwealth 
Co., at Wis., in 
July, 1911, as an operator. She became 


— 
ieiepnone 


chief operator in 1929. 

As a young lady, just out of school, 
Helene decided operating a switchboard 
she learn. 


was something wished to 


According to the custom in those days, 


+} 


the first step was the training period, 


without pay, and needless to say this 
reriod was very short. According to 
Mrs. Maloney, her first pay check was 
$15.00 for a whole month’s work, ap- 


proximately 54 cents a day. Today, 


yperators are paid while learning the 
ob and hour than 


Maloney received for a full day’s 


receive more per 
ork as a trained, experienced opera- 
tor. Of course, in those days, a dollar 
than it 


day and operators’ wages were 


vould buy a great deal more 
con able to those paid for similar 
v There 
ictions for social security, with- 
NO tax, etc. 


other industries. were 


I 1 six-months period, before the 
tele 1e moved to its new 
1914, Mrs. Maloney acted 


er, keeping the books and mak- 


company 
2g In 


all customer bills in longhand. 
all customer billing is done on 
eed machines. 

Maloney remembers when a 
the exchange 
from door to 


m is employed at 
ob it 
ery month collecting the sub- 
sc ’’ bills. With the exception of 
months period when she acted 
lier, Mrs. Maloney’s entire ex- 
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perience in the telephone industry was 


devoted to operating the switchboard 
and serving as chief operator. 

During her early days of employ- 
ment, the Portage 
three-position common battery switch- 


exchange had a 


board and all subscribers were rung 
manually. When present installation 
work is completed, Portage will have 
six local and five toll positions, with 
automatic ringing for all urban cus- 
tomers. 

In the early days, when Helene 
started her telephone career, a_ half 


hour was required to complete a call 
from Portage to Madison. Today, a call 





MRS. HELENE MALONEY 


to the same point is completed in 30 to 


60 seconds, under normal conditions. 
At that 1914, the Portage 
change had 852 stations. Today it has 
2,821 and 


owned switched telephones. 


time, ex- 


stations serves 26 farm- 

Helene, like other pioneer operators, 
performed many tasks which would be 
considered unusual today, such as fur- 
nishing election returns and tabulating 
the votes on large sheets while seated 
at the switchboard. At the conclusion 
of the election, these sheets were turned 
over to the county clerk. 

Mrs. Maloney recalls that nearly ev- 
ery spring, the Wisconsin River would 
overflow its banks and threaten the 


the first ward at 
It was the duty of the opera- 
tor to warn the people in this area who 
had turn would 
warn thus 


people living in 


Portage. 
telephones, who in 


their neighbors, enabling 


move to higher ground. 


Today, the city of Portage is protected 


everyone to 


by levees. 

According to Mrs. Maloney, she has 
no plans at present except to “take it 
easy” and she realizes that will not be 
task after 
sponsibility of 
the 


years. 


an easy assuming the re- 


furnishing telephone 


service to residents of Portage 


these many 
In recognition of her many years of 
faithful Mrs. Maloney 


presented with a 35-year two-diamond 


service, was 


service pin, at,the time of her retire- 
ment. 


Traffic Questions 
(1) What 


service on 


is the average speed of 
toll calls at the present 
time? 

(2) 
sult in a faster speed of connection on 
toll calls? 

(5) What 
greatest number of cancelled calls? 


Will nation-wide toll dialing re- 


condition results in the 

(4) Should a sequence call, cancelled 
before a completion attempt has been 
made, be 
call? 

(5) 
later 
should 


considered as a_ cancelled 
If a customer places a call and 


his telephone does not answer, 


the 
night or 


mid- 
forward 


call be cancelled at 


should it be carried 
tc the following day? 


Answers are presente d on page 37. 


Vv 


Use Outdoor Booths to Cope 
With Lack of Private Service 


Outdoor painted 
blue and white, are conveniently situ- 
ated in the 
sections of Toronto, 


telephone booths, 


business and _ residential 
Ontario, Canada, 
for the use of city residents. 

In greater Toronto, than 200 
public n outdoor 
offer Others 
cated in newly-developed areas where 
growth temporarily 
exceeds the supply of sufficient outside 
plant facilities for have 
private telephone service immediately. 


19 


more 
booths 


telephones 


24-hour service. are lo- 


rapid residential 


everyone to 





PENNSYLVANIA INDEPENDENTS 
Hold Annual (Convention 


By H. D. FARGO, JR. 


UALITY and quantity marked 

the 47th annual convention of 

the Pennsylvania Independent 
Telephone Association held at Reading, 
May 9 and 10. Close to 400 attended 
and listened to addresses by such no- 
tables as Clyde S. Bailey, W. H. Harri- 
son, U. S. Sen. Karl E. Mundt and Dr. 
J. O. Perrine. 

The mayor of Reading, John F. Davis, 
made the address of welcome. This was 
followed by an address by the presi- 
dent of the Pennsylvania Independent 
Telephone Association, J. K. Stoltzfus, 
who confessed he has attended all the 
annual meetings since the first one 
held in 1902. (Quite a record — 47 
Pennsylvania conventions without one 
missed! ) 

He briefly sketched the early history 
of the Independent telephone industry 
in Pennsylvania and told how his com- 
pany was organized in 1902. He told 
how the early days of competition with 
the Bell System had passed with the 
establishment of the Kingsbury Com- 
mittment of 1913, and stated: “I would 
like to say that the relationship be- 
tween the Bell System, including that 
of the AT&T company, and our Inde- 
pendent companies is most agreeable. 
We are deeply grateful for all the ad- 
vice and assistance which we 
from them.” 

Mr. Stoltzfus emphasized how the 
public can’t be put off today, four 
years after the war’s end, without a 
full explanation of the industry’s prob- 
lems. “We must explain to our cus- 
tomers that telephone service is a tailor 
made job and that today we are still 
faced with shortages of material and 
efficient labor, all of which handicap 
the more rapid expansion of telephone 
service. These things must all be ade- 
quately explained to our public if we 
are to maintain respect and confidence,” 
he said. 


receive 


Mr. Stoltzfus then discussed the in- 
dustry’s financing problems and pointed 
out that “we cannot become over- 
burdened with debt or we will be un- 
able to weather any period of depres- 
sion that may follow our present good 
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times. Our utility commission keeps a 
watchful eye on this and places a limit 
on the amount of debt we may carry. 
As a result our stockholders are some- 
times requested to buy more common 
stock to provide the money we require.” 
He continued: 


“In the case of either new stock 
issues or funded debt, our investors 
want to see that we have adequate 
earnings to insure a reasonable return 
on their investment. Our rates must be 
adjusted, if necessary, to provide these 
earnings. Most of us have been able 


E 4 


wer 


Py 


tal needed to improve and expand ow 
service as those subscribers may re- 
quire.” 

The report of the association’s ex- 
ecutive vice president, A. C. Herbert, 
contained a complete summary of the 
year’s activities. Mr. Herbert stated 
since V-E day, four years ago, mor 
than 100,000 new Independent tele- 
phones have been added in Pennsy)- 
vania, or a gain of more than 40 pe 
cent. Despite this outstanding growth, 


there are still 40,000 people demanding 
During 1948 the Bell company 


service. 





Officers and directors of the Pennsylvania Independent Telephone Association elected at the May 


9-10 convention in Reading are (left to right, seated): 
J. K. STOLTZFUS, Birdsboro; L. R. THURSTON, Harrisburg; C. E. EABY, Ephrata. 


left to right): 


R. A. SMITH, vice president, Bangor; 
(Standing, 


A. C. HERBERT, Harrisburg; JOHN HORN, Vandergrift; RALPH SCOTT, Waynes 


burg; B. H. CRAVENS, Jamestown, N. Y.; A. N. SEWARD, Butler; HARRY ENGH, president, Erie; 
A. M. GIBSON, vice president, Sheffield. G. B. RUDY, JR., treasurer, York, and MISS M. ETHEL 
CUNNINGHAM, secretary, Harrisburg, were not present when the photograph was taken. 


to get along with our prewar rates, 
but more and most companies are be- 
ing forced to go to the Commission and 
request an increase. 

“Unfortunately we will be doing this 
at a time when other prices to the 
consumer are declining; so once again 
we have a difficult job explaining to 
the public why our rates are going 
up in a period of decline. 

“While none of us like to raise rates, 
even in good times, we owe it to our 
subscribers, as well as to our employes 
and stockholders, to ask for rates high 
enough to enable us to pay fair wages, 
a fair return on invested capital, and 
earnings sufficient to attract the capi- 


added more than 220,000 telephones in 
Pennsylvania, bringing the state total 
to over two and three quarter million. 

“T believe,” said Mr. Herbert, “that 
the important fact shown by these 
figures is that the Independents’ per 
centage gain of telephones keeps very 
close pace with the Bell company—! 
approximately a 10 per cent increase. 
But while the Bell has whittled its 
list of held orders down to reasonable 
size, our number of people waiting for 
service is still as large as a yea’ a2% 
and there are fewer people waiti:g fo! 
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Bel! service today (30,000) than for 
Independent service. This fact by it- 
self would indicate that we are not 
doing our part of the job, but when 
we can show that we are gaining sta- 
tions at the same rate as the Bell, we 
can prove that there must be other 
factors which must be considered. It 
is important that these facts should be 
known by our public and by all con- 
cerned, so that when comparisons are 
jrawn between companies, we 
acknowledge that the Bell is doing a 
but that percentage- 
wise, we are doing just as well.” 


can 


wonderful job, 

As to rural development, Mr. Her- 
bert called attention to the fact that 
of the 30,000 subscribers 
last year, more 10,750 were in- 
better than 
He con- 


new added 


than 
stalled in rural areas, or 

per cent of the total gain. 
tinued: 


“A year ago your estimates showed 
that you planned to spend more than 
one and a half million dollars for rural 
plant and the records show that you 
have done so in 1948, and are planning 
to spend a similar amount this year. 
Certainly these figures refute the claim 
of the socialistic planners who say 
that existing telephone companies are 
only skimming the cream of the crop, 
and are not trying to do a job in rural 
sections. 

“But we cannot become complacent 
and rest at this point because there 
are still 14,000 rural people waiting 
for our service, and they can become a 
very vocal group unless we continue to 
show that we are doing the job as fast 
as we can, and see to it that they know 
the full story of what we are accom- 
plishing.” 


He then gave data on rate increases, 
association membership figures and 
pending state legislation. In connection 
with the latter, Mr. Herbert stated, 
“The legislature passed one bill apply- 
ing solely to the telephone industry, 
which your association vigorously sup- 


ported through the activity of your 
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ALLAN RYDER, JAMES E. DRURY, ond WILLIS A. FLORY, all of Bangor (left to right in front of 


table), 


being registered at Pennsylvania convention by ETHEL CUNNINGHAM 


(left) and MRS. 


ROSE McMILLAN. 


the 
require 


president, who deserves all 

for it. This bill will 
cooperative associations desiring to go 
into the telephone business to first se- 


past 
credit 


cure a certificate of public convenience 
from the utility commission. 


“It is believed that this act, if signed 
by the governor, will greatly lessen the 
danger of competitive telephone service 
in this state. However, it will only pro- 
tect those companies records 
make it the that 
they are doing a good job of providing 
the This 


not mean you should lessen your oppo- 


whose 
clear to commission 


service in rural areas. does 
sition to federal rural telephone legis- 
lation, because even though it may not 
affect your company directly, we should 
oppose it in principle as one more blow 
to free enterprise and one more step 
on the road to socialism.” 


Telephone men everywhere are al- 
ways keenly interested in getting the 


latest slant from national headquar- 


right: R. F. McKELVY, H. F. BOLLINGER, H. J. IMSMAN, E. M. CLARK, R. D. WOLF, 


‘AROLD YEIMAN and J. W. CROCKETT, photographed at Pennsylvania convention. 
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ters, so the next speaker, Clyde S. 
Bailey, executive vice president of the 
United States Independent Telephone 
Association, in his address “The Wash- 
ington Scene,” brought the latest news 
from the banks of the Potomac. He 
summarized the following four pieces 
of legislation around which the inter- 
ests of Independent telephone men have 
mainly centered: 


and 
exchange 


(1) Minimum 
retention of the 
exemption. 


wage legislation 
500-station 


(2) Legislation to repeal the Taft- 
Hartley Act. 

(3) Legislation to reduce or 
nate telephone excise taxes. 


elimi- 
(4) Rural telephone legislation. 


Mr. Bailey gave many sound reasons 
why the Poage Bill should be defeated. 
“Telephone companies do not need the 
spur of federal legislation to inspire 
them to acquit their public service re- 
sponsibilities. They have a 
magnificent 
telephones on 
more 


record of 
achievement in putting 
V-J 


telephones 


farms. Since day 
than a million have 
been added by the Bell System. Inde- 
pendents have added more than 400,- 
000. There is no national rural tele- 
phone problem. At most, only 15 per 
cent of the nation’s area is without 
adequate telephone coverage.” 

W. H. Harrison, New York City, 
president, International Telephone & 
Telegraph Corp., next on the program, 
paid high tribute to the excellence of 
telephone service throughout Pennsyl- 
vania, also to the regulatory body in 
the Keystone State. Good service and 
constantly improved equipment 
(through laboratory research) are of 
prime importance in the successful op- 
eration of the telephone business, he 
declared. 


General Harrison told of a two-week 


2| 





European trip from which he had just 
returned and during which he had wit- 
nessed the terrific destruction from 
the war. Little has been done, he re- 
ported, excepting the cleaning up of 
rubble. Telephone communications, 
however, are largely rebuilt because 
the Deutches Post is a going concern. 
The reason for this is that the German 
Transportation Agency was de-Nazi- 
fied. 

A toll network is under way, with the 
French attempting to assume leader- 
ship. (Before the war Berlin was to be 
the Hub, with Germany and England the 
leaders). An inner ring network is being 
built around Vienna — Zurich — Paris 
—Brussels— Amsterdam — Copenhagen 
—Warsaw, the South. An outer ring 
is also contemplated, and a radio-relay 
system is under study. 

The IT&T president gave some idea 
of the magnitude of the Berlin air-lift, 
stating that between nine and 10 thou- 
sand tons of supplies were being deliv- 
ered every day, with planes arriving 
every 35 to 40 seconds. Has it been 
appreciated? Not universally, declared 
the speaker. It gets to be accepted as 
a matter of course. The same thing 
goes for Marshall Plan dollars; most 
of Europe doesn’t believe the United 
States’ aims are entirely altruistic. 

In an address entitled ‘The Challenge 
We Confront,” U. S. Karl E. 
Mundt of South Dakota, warned that 
every individual who believes in the 
American form of government and free 
enterprise must take it upon himself 
to defend it against the rising tide of 
socialism and against those who would 
destroy our system. 


Sen. 


He urged his listeners to make a 
special effort to “tell the good things 
about America” to offset the propa- 
ganda of those who tell about the 
weaknesses of our way of life. He 
pointed out that the “good things” by 
far outweigh the weaknesses, as com- 
pared to other forms of government 
and ideologies. 

“Telephone Utility Regulation in 
Pennsylvania” was the subject of an 
address by Roger A. McShea, Jr., di- 
rector of bureau of rates and research, 
Pennsylvania Public Utility Commis- 
sion. Mr. McShea “pulled no punches” 
when he told of the increase in service 
complaints filed with the commission 
involving telephone companies. He 
stated: 

“Our present commission is service 
conscious. In 1945, the bureau of rates 
and research was organized, within 
which a service section was established. 
Its function, among other things, is to 
handle the daily flow of correspondence, 
complaints, applications and all other 
matters relating to the service and 
facilities of utilities, other than trans- 


portation. During 1948, the service 
section handled 2,117 informal com- 
22 





Left to right: MR. and Mrs. A. C. HERBERT and MR. and MRS. R. A. SMITH, Bungor. Mr. Herbert 
is executive secretary of the Pennsylvania association. 


plaints involving gas, water, electric, 
telephone and other service utilities. Of 
this number 842 were filed against tele- 
phone utilities, representing an _ in- 
crease of approximately 250 over the 
year 1947 and an all-time high in the 
history of the commission. This condi- 
tion is particularly significant. 

“It is cause for concern and inten- 
sive study when it is realized that the 
number of such complaints against all 
other service utilities showed a decided 
drop during the year. For example, in 
1947, 939 informal complaints were 
filed against electric utilities, whereas 
in 1948, the number of such complaints 
dropped to 660. 

“Where did these 842 telephone com- 
plaints originate and against whom 
were they filed? The complaints origi- 
nated in each of the 67 counties of 
Pennsylvania and affected nearly all of 
the telephone utilities. 

“On Jan. 1, 1949, there were approx- 
imately 2,760,000 telephone stations in 
service in Pennsylvania. Of these, 
2,389,000 stations, or 86 per cent, were 
in territory of the Bell telephone com- 
pany. With 86 per cent of the station 
development, a total of 159 complaints, 
or 19 per cent, were filed against the 
Bell company. The Independent group, 
with only 14 per cent of the develop- 
ment, had 683 complaints or 81 per 
cent of the total, filed against them.” 


Mr. McShea expressed the hope that 
he would not be misunderstood and 
stated: “I am not saying that the Inde- 
pendent telephone industry as a group 
is not performing a satisfactory job. 
Some individual companies are giving 
outstanding performances. There are, 
however, too many that apparently do 
not recognize that utilities differ from 
most other businesses in their responsi- 
bility to the public; that they are 
rendering a vital public service in the 
communities in which they operate; 
and that it is their duty to do every- 
thing within reason in anticipating and 
meeting the needs of the public.” 

Following the commissioner’s ad- 
dress, Dr. J. O. Perrine, assistant vice 
president, American Telephone & Tele- 
graph Co., gave a demonstration and 


talk on ““Micro Radio Waves for Teleph- 
ony and Television.” He explained thi 
principle of wave length and gave a 
demonstration with a 
He showed the 


vibrating cord 
advantage of 
waves which are so necessary in beam- 


} + 
snort 


ing radio waves across the ocean. Next 
was demonstrated 
waves. 


reflection of the 


The following directors were elected 
by the convention: C. E.  Eaby, 
Ephrata; G. B. Rudy, Jr., York; R. A 
Smith, Bangor; J. K. Stoltzfus, Birds- 
boro; L. R. Thurston, Harrisburg; 
B. H. Cravens, Jamestown, N. Y.; 


field; John M. Horn, Vandergrift; R 
B. Scott, Waynesburg, and A. N 
Seward, Butler. 

Officers elected by the directors are: 
President, Mr. Engh; vice 
Mr. Smith; vice president, Mr. Gibson; 
executive vice president, A. C. Herbert; 
treasurer, Mr. 


president, 


tudy, and 
Ethel Cunningham, Harrisburg. 


VV 


Acts on Service Petitions 
Of Two Minnesota Companies 

Action regarding improvement and 
restoration of service by two companies 
was taken by the Minnesota Railroad 
& Warehouse Commission recently 
The Northwestern Bell Telephone Co 
was ordered to complete a study of its 
Orchard exchange area, with the idea 
of converting to dial 
to make quarterly 
the survey. 

The Eastside Telephone Corp., Isle, 
was ordered to repair and rehab |itate 
its rural lines in order to restore se!'v- 
ice and to make monthly 
the work performed. 


secretary, 


operation, and 


reports rega ding 


reports ol 


A petition by two subscribers «f th 
Pelican Lake Cooperative Tele) hone 
Co., Pelican Rapids, for permiss'n ‘0 
construct a telephone line to thei! 


homes for personal use, was der ed. 
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Rate Increases Authorized 
For Two Minnesota Companies 


New rate schedules have been au- 
thorized for the Fisher (Minn.) Tele- 
phone Co. and the Halstad (Minn.) 


Telephone Co. by the Minnesota Rail- 
Warehouse Commission. 
Granted the first 


billing date following May 31, include: 


road & 


rates, effective on 


Fisher Telephone Co.: 
Present Neu 
Net Rates Net Rates 


Class of Service 


One-party line, 


 h—_,, ae $3.50 $4.00 
Two-party line, 

DUSGIRCGE <..... +e 2.50 
Individual line, 

residence ....... 1.80 2.50 
Two-party line, 

residence ...... 2.00 


Under the schedule 
revenues of the company will rise from 
$2,111 to $2,478, operating expenses 
from $2,119 to $2,326, and a deficit of 
$8.00 will be 


new operating 


net in- 
come of $152 under the higher charges. 


superseded by a 


Ratio net income to the above will be 
».06%. 
Halstad Telephone Co.: 

Present New 


Class of Service Gross Rates Net Rates 


One-party line, 
} 


Dus., mag. .....$1.75(a) $2.25 
One-party line, 
bus., handset ...*2.25(a) 2.795 
One-party line, 
POS., MIGH.. 5kacas 1.25 (a) 1.75 
One-party line 
res., c.b. handset*1.75 (a) 2.25 
Multi-party rural . 1.25(a) 1.75 
Extension stations, 
Oa snweeredsea 1.00 
(a) discount of 25 cents per month 
allowed if paid on or before the 
ith of the month in which the 
rvice is rendered. 
‘tional. Applies to Halstad only. 
O iting revenues under the higher 
rate ll rise from $16,783 to $21,277, 
opel g expenses from $16,664 to 


* net income from $119 to $908, 


— ratio net income to above of 
Vv 
Recess Bell Rate Hearings 
TI Vermont Public Service Com- 
missi has recessed until July 6 hear- 
JUNE 1949 


ings on the New England Telephone & 
Telegraph Co.’s petition for a rate in- 


crease, in effect provisionally since 


Jan. 1. The advance in revenue to the 
company aggregates about $1,000,000 


per year. The company has posted a 
bond to insure return of the additional 
money collected in case the entire raise 
is not granted. 


VV 


New England Company Gets 
Rate Increase, Justice Orders 

A Justice of the 
Massachusetts has issued an order per- 
mitting New Telephone & 
Telegraph Co. to put higher telephone 
rates in effect in Massachusetts (TE- 
LEPHONY, Apr. 30, p. 28). The Justice, 
Harold P. Williams, set aside a 
order of the state department of public 
utilities which had limited the extent 
of the rate increase. He authorized 
higher rates to be adopted under $1,- 
000,000 bond to assure refunds in event 


supreme court of 


England 


recent 


they are not sustained eventually. 
The case remains to be considered by 
the full bench of the supreme court. 
The company announced at once that 


it would collecting rates in- 
creased by $7,000,000 a year in Massa- 
chusetts. It had asked the _ public 
utilities department to allow $10,000,- 
000 and the department had granted it 
$2,783,000. 


amyl 


begin 


Vv 


Minnesota Sale Approved 

Transfer of all rights and property 
of the Lake Andrew & Dovre Telephone 
Co. to the New (Minn.) Tele- 
phone Co. has been approved by the 
Minnesota Railroad & Warehouse Com- 
mission. 


London 


Vv 


Buys Pennsylvania Company 

Sale of the Arendtsville (Pa.) Tele- 
phone Co., to the United Telephone 
Company of Pennsylvania was ap- 
proved by the Pennsylvania Public 
Utility Commission, May 13. The 
Arendtsville company furnishes serv- 
ice to 41 subscribers, all connected to 
United’s Biglerville exchange, the com- 
mission said. 





Defeats Bill to Put City 
In Telephone Business 

The Texas May 18 
feated a measure to permit the city 
of Burnet to operate its own telephone 
company. 


senate on de- 


The vote was 20 to 5. The bill had 
passed the house. 

“A city has no business going into 
the telephone business 


Sen. A. M. 
“This 


anytime, 
Aikin of 
would be an 


any- 
where,” Paris, 


charged. entering 


wedge to put out private companies 
now in operation.” 


Associated Telephone Co. Asks 
Authority to Increase Rates 

The Associated Telephone Co., Ltd., 
Santa Monica, has filed an application 
vith the Pubiic Utilities 
Commission for authority to increase 
Alto- 
gether, the rate revisions sought would 


California 
rates on certain types of service. 


raise the company’s annual revenues 
by about $1,470,000, of which $1,052,- 
000 was requested as an immediate ad- 
justment. 

Rate 
local 
cent. 
would 


hike 
per 
this 
increase in 


changes proposed would 


service about 12 
With minor 
represent the first 
than 27 years, despite the sub- 
stantial other 
goods and services during that time. 


revenues 
exceptions, 


more 
rise in the cost of most 

With more than 341,000 telephones 
in service in Southern California, As- 
sociated is the nation’s largest Inde- 
pendent telephone company. It is a 
subsidiary of General Telephone Corp. 


Vv 


Applies for Rate Increase 
The Platte Valley Telephone Corp., 


Scottsbluff, has applied to the Ne- 
braska Railway Commission for au- 


thority to 
all classes of service at its Chappell 
exchange. A hearing will be 
Chappell June 9. 


Vv 


Reappointed as Chairman 
Charles E. Nethken, who has served 
almost continuously for more than 22 


increase exchange rates on 


held at 


(Please turn to page 26) 
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TYPE 15 SUBSTATION PROTECTOR 
Has 7 amp. fiber fuses. Weatherproof 
cover for use indoors or out. Special 
type discharge block eliminates resetting 
after discharge. 


Cat. No. SA-80 


TYPE 20A INDOOR PROTECTOR 


Has heavy, one-piece porcelain base with 
barrier walls between discharge blocks and 
fuses and terminals. Accurately spaced 
discharge blocks give proper protection 
without excessive maintenance. 


Cat. No. Description 
SB-88 With 7 Amp. fiber fuses 
SB-91 Same with cover 


{Other fuses can be supplied on order) 


TYPE 35 CABLE TERMINAL 


Has high poten 

assures complete 

tion at all times. 
Cat. No. 
SA-38 
SA-39 
SA-40 
SA-41 
SA-42 
SA-43 





You get protection that pays, wher 
install Automatic Electric protective de 
You profit because these rugged units ar 
to handle and install, and because they 
reliable service over the years with a min 
of maintenance attention. You profit, to 
cause these protectors really protect—te 
high potentials out of costly equipment 
cabling. They've met the test of actual use 
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tial safety factor and 
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Description 
11 pair less stub YPE 194 
Same, with stub 
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Same, with stub 
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hep all conditions. And to give you further assur- 


def ance of the ultimate in safety, Automatic 
ar} Electric substation protectors have been tested 
hey} and listed by Underwriters’ Laboratories, Inc. 
minh The popular types of protective equipment 
tof shown here are all available NOW for imme- 
| diate delivery. To get the finest protection at 
ent} minimum cost—and get it quickly—order your 


seh’ selection from these pages. 


cTS MALTY DEPARTMENT OF 


ELECTRIC 


ers@er Step-by-Step ‘‘Director’’ for Register- 
atime Switching Automatic Dial Systems 












1033 W. Van Buren St., Chicago 7, U.S. A. 
OMATIC ELECTRIC CORPORATION 











iSMARREST TYPE 16 SUBSTATION ARRESTER 
Has two discharge blocks and carbons 


ish a he an mounted in recessed porcelain base. Pro- 
ily d, vides maximum protection at minimum 
neta By = rer >d. 


cost. 


Cat. No. SA-57 











TYPE 60A CABLE TERMINAL 
With Cover (not shown) 
Has reversible mounting for running in 
cable from top or bottom. 


Cat. No. Description 

SA-51 1! pair with stub 
SA-53 16 pair with stub 
SA-55 26 pair with stub 





TYPE 40 CABLE TERMINAL 


Has detachable mounting bracket and 
reversible cover. Complete terminal is 
7/4" wide, 434" deep, 14" long. 

Cat. No. Description 
SA-34 7 pair less stub 
SA-35 Same with stub 





years on the West Virginia Public 
Service Commission, was reappointed 
as chairman by Gov. Okey L. Patteson 
May 21. Mr. Nethken’s new six-year 
term will run to May 31, 1955. He 
was first appointed to the commission 
in 1925. 


Vv 


Moves to Nullify Tennessee 
Commission Franchise Grant 

H. S. Mitchell appealed to Davidson 
County (Tenn.) Chancery Court May 
18 to set aside an order by the Tennes- 
see Railroad & Public Utilities Com- 
mission which granted Mr. and Mrs. 
B. L. Howard the right to operate a 
telephone company in Millington, Tenn. 
(TELEPHONY, Apr. 9, p. 32). 

The commission last Mar. 19 granted 
Mr. and Mrs. Howard a legal right 
to operate the Millington Telephone Co. 
and denied Mr. Mitchell’s petition. 

The Howards were granted a state 
franchise. The commission held that 
a franchise granted to Mr. Mitchell 
by the town of Millington was invalid. 

Mr. Mitchell’s appeal to the courts 
declared that the commission lacked 
authority in the case. 

The petition to the court, filed by 
Mr. Mitchell, asked the court to review 


and set aside the commission’s order 


in the case. 

“The illegal assumption by the de- 
fendant commission of authority to 
grant an original franchise within 
municipal corporate limits is a new 
and different theory of law other 
than that which has been generally 
recognized throughout the state, before 
and since, the passage of the utilities 
act of 1919 (creating the commission), 
and this proposition, if sustained, would 
upset franchise and property rights 
between cities and utilities which have 
long been recognized, to the great harm 
of municipalities,” the petition declared. 

“The effect of this illegal action by 
the commission, if sustained,” the peti- 
tion continued, “would be to deprive 
municipalities of the right to regulate 
the local use of their streets and alleys 
by utilities and to vest this right in 
the railroad and public utilities com- 
mission. 

“The legislature of this state has 
not seen fit to do this.” 


Vv 


Kansas Company Placed 
in Receivership 

J. R. Shipley, manager of the Cald- 
well (Kan.) Telephone Co., has been 
named receiver of the McKrae Tele- 
phone Company, Inc., Fredonia, Kan., 
it has been announced by Judge Ora D. 
McClellan of Fredonia. Mr. Shipley is 
a former resident of Fredonia and was 


26 


at one time connected with the Fre- 
donia telephone exchange. 


At the request of Thornton C. Mc- 
Cune of Chicago, Ill., and one of the 
organizers and a_ stockholder of the 
McKrae company, the company was 
placed in receivership last Apr. 27. 


Vv 


Takes North Carolina Company's 
Rate Case Under Advisement 

A request by the Lexington (N. C.) 
Telephone Co. for authority to increase 
rates estimated to produce an addi- 
tional $14,775 annually was taken un- 
der advisement by the North Carolina 
Utilities Commission on May 24. (TE- 
LEPHONY, May 7, p. 36). 

W. C. Harris, Jr., president of the 
company, told the commission that the 
higher rates were necessary to offset 
recent increases in the costs of labor 
and materials, and to enable the com- 
pany to sell stock in order to finance 
expansion. 


Vv 


California PUC Rejects 
Fire Alarm Device Petition 

The California Public Utilities Com- 
mission recently denied an application 
by the Telelarm Corp. to require tele- 
phone companies to permit attachment 
of an automatic fire alarm device to 
subscriber telephone facilities. The 
complainant manufactures thermo de- 
tectors which are installed in ceilings 
and other strategic places. When a 
specific temperature is reached a cir- 
cuit is closed which starts a mechanical 
device which makes connection with a 
telephone line, dials a number, plays a 
recording which reports the location 
of the fire, breaks the connection and 
redials and repeats the recording every 
four minutes. The telephone number 
dialed is a central station agency op- 
erated by the Telelarm Corp. which 
notifies the nearest fire fighting station. 

Insurance rates would be reduced 
and certain other advantages would 
result if the device worked, the com- 
mission decision stated. However, a 
telephone engineer produced evidence 
showing that it might not work under 
certain conditions, and would produce 
a false sense of security in the mind 
of the subscriber. If certain engineer- 
ing difficulties can be overcome, the 
commission has no prejudice against 
further consideration of the complaint, 
the decision read. Telephone company 
policy in resisting foreign attachments 
was recognized in the following para- 
graph: 


“Paramount in the consideration of 
this matter by the Commission have 
been the factors of dependability and 
reliability of operation, for it would 
not be in the public interest to allow 


the promiscuous attachment of ne- 
chanical devices on the individual sub- 
scriber’s instruments throughout the 
state-wide telephone system, if such 
might become a hazard to the projer 
working of that highly sensitive, tech- 
nically operated, and complicated sys- 
tem.” 


Vv 


Missouri Company Asks 
First increase in 10 Years 

The Atchison Telephone Co., Tarkio, 
Mo., has applied to the Missouri Public 
Service Commission for an increase in 
its present telephone rates established 
10 years ago. 

Rates proposed include a 50 per cent 
increase in business rates and one- 
party service lines, and a 25 per cent 
increase on four-party, rural and rural 
switch service. 


VV 


indiana Bell Files for 
Emergency Increases 

The Indiana Bell Telephone Co. on 
May 20 filed a motion with the Indiana 
Public Service Commission asking im- 
mediate application of higher rates 
which would add $4,370,000 to the com- 
pany’s annual revenues. 

The increase is sought as an emer- 
gency measure to permit the company 
to realize the rates it seeks for which 
it recently petitioned, and on whicl 
the commission is conducting an inves- 
tigation. 

The motion alleged that the com- 
pany’s earnings are “deficient by ap- 
proximately $200,000 per month, net, 
and such deficiency has been accumu- 
lating at that rate for many months.” 

The company is willing to protect 
telephone users by posting bond t 
guarantee any refunds’ subsequently 
ordered by the commission. 


Vv 


Ft. Wayne Company Seeks 
Rate Increases 

The Home Telephone & Telegrap! 
Co., Ft. Wayne, Ind., on May 18 filed 
a petition for an increase in its rates 
and charges with the Indiana Public 


Service Commission. 

The petition does not ask for a spe 
cific schedule of rate increases, Dut 
the company requests the commission to 
set up a schedule after a determinatio! 
of the evidence presented by the com- 
pany. 

In its petition, the company c!aims 
that its present return is unfail and 
unreasonable, being at the rate of ess 
than two per cent on the fair vale of 
its property. 

The petition declared that the com- 
pany’s earnings must be sufficie t 
yield a fair return on the fair value 
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DEPENDABLE, ECONOMICAL POWER 
for telephone service. . . 


Only the Exide-Manchex Battery has the manchester posi- 
tive plate ...the unique plate with the lead button con- 
struction. The buttons, rolled strips of corrugated lead, are 
pressed into holes of the lead antimony grid. Forming action 
expands the buttons and locks them securely in place. Only 
a comparatively small portion of the total lead in the but- 
tons is formed initially into active material; the remainder 
is available for gradual conversion in service. 


All other parts of the elements—negative plates, separators, 
spacers, conductors, terminals—are built to match the 
service qualities of the positive plate. And the result: extra 
long life, low maintenance cost, improved electrical charac- 
teristics, increased power (watt) output per unit of space, 
less weight per ampere hour output. 





Use Exide-Manchex Batteries for all stationary power 
B AT T E R l E S requirements—common battery, emergency reserve, sig- 
“Exide” Reg. Trade-mark U.S. Pat. Off. naling, PBX and other applications. 


1888...DEPENDABLE BATTERIES FOR 61 YEARS...1949 


. ELECTRIC STORAGE BATTERY COMPANY, Philadelphia 32 ¢ Exide Batteries of Canada, Limited, Toronto 
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of its property to attract needed capi- 
tal for additions, extensions and im- 
provements to its property and to pro- 
tect the financial integrity of the com- 
pany. 


The petition sets out that the com- 
pany’s rates and charges were estab- 
lished in 1922 and have not been in- 
creased since that time. 

The company stated that while its 
total revenue for 1948 was 99 per cent 
greater than for 1938, its operating ex- 
penses and taxes were approximately 
138 per cent greater now than then. 

During the same period, the company 
claimed that its annual pay rolls have 
increased approximately 225 per cent 
and that taxes have reached approxi- 
mately 80 per cent. 


Vv 


Recommends increased Rates 
For Two Oklahoma Independents 
Higher rates for the Welch-Blue- 
jacket Telephone Co., Welch, and the 
Wyandotte (Okla.) Telephone Co. have 
been recommended by Oklahoma Cor- 
poration Commission Examiner W. H. 
Sollers. The schedules include: 


Welch Exchange: 
Recom- 


Present mended 
Classification Rates Rates 
Business, one-party. .$2.50 $3.25 
Residence, one-party.. 1.50 2.00 
Residence, two-party. 1.25 1.75 
a rr vols 6673 


Bluejacket Exchange: 
Recom- 


Present mended 
Classification Rates Rates 
Business, one-party ..$2.50 $3.25 
Residence, one-party.. 1.50 2.00 
Residence, two-party. 1.50 1.75 
Rural residence, 
multi-party ....... 1.25 1.75 


Wyandotte Telephone Co.: 


Recom- 


Present mended 
Classification Rates Rates 
Business, one-party ..$3.00 $3.50 
Residence, one-party.. 1.50 2.50 
Residence, two-party.. 1.25 2.25 
Rural residence, 
multi-party ....... 1.50 2.50 
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SW Bell Requests $5,700,000 
Annual Emergency Increase 

Emergency rate increases of $5,700,- 
000 a year were sought by the South- 
western Bell Telephone Co. May 24 in 
an application filed with the Missouri 
Public Service Commission (TELEPH- 
ONY, May 21, p. 24). 

This action by the company followed 
a decision of Circuit Judge Sam C. 
Blair of Jefferson City setting aside 
the commission order allowing the com- 
pany a $3,228,000 rate hike. 

Shortly before, the company had filed 
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an application for an additional in- 
crease in rates of $5,000,000 a year. 

The emergency rate hike, which is 
sought, amounts to the additional rev- 
enue allowed in the commission order 
set aside by Judge Blair, plus $2,300,- 
000 wage increases allowed late last 
year by the company. 

In seeking the emergency allowance, 
the company proposed to put up bond 
to secure customers against loss or 
damage in the event rates established 
under such an order would ultimately 
be found unreasonable. 

The effect of Judge Blair’s order 
May 21, the application pointed out, 
was to put the company’s schedules 
back to the rates that existed prior to 
Feb. 1. 

Operations in 1948, the company 
out, produced a rate of return of 
per cent under the commission’s 38-A 
formula, or a return of about 4 per 
cent on a basis of original cause less 
depreciation. 


an 7 


set 
pias 
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In the finding set aside by the court, 
the company contends, the commission 
in effect found that this would be an 
unreasonably low rate of return since 
the $3,228,000 increase allowed pro- 
duced 5.27 per cent under Formula 
38-A or 6.4 per cent on net books. 

The return that would be realized 
under the rates that existed prior to 
Feb. 1 would be so unreasonably low 
as to constitute, in effect, a confiscation 
of its property, the company main- 
tained. 

Wage increases granted Dec. 1, 1948, 
and severe damage to the company’s 
system caused by ice and sleet storms, 
seriously aggravate the alleged con- 
fiscation, the company asserted. 

In order that the confiscation may 
be relieved to some extent, pending 
hearing on the latest $5,000,000 request 
for raises, the company asked that the 
emergency rates be authorized. 

This increase will not produce the 
rate of return that was estimated 
would be realized under the $3,228,000 
order, which the commission found was 
not unreasonable, the company declared. 
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FCC to Reconsider Mobile 
Radio Allocations 

The Federal Communications Com- 
mission has amended its order of May 
5, 1948 in the matter of utilization of 
frequencies in the Band 475 to 890 mes 
for television broadcasting to include 
an issue relating to the question 
whether there should be an allocation 
of the band 470-500 mes to multi- 
channel broad-band common carrier 
mobile radio operation in lieu of tele- 
vision broadcasting and incorporated in 
the record a petition by The Bell Tele- 
phone Laboratories, Inc., requesting 


establishment of such an _ allocat on, 
and gave petitioner leave to partici} ate 
in the proceeding. 

This action is pursuant to the com- 
mission’s Report and Order of Apr. 27, 
1949 disposing of the allocation and 
rules of the general mobile servic: in 
which the commission recognized the 
inadequacy of allocations made for the 
common carrier mobile service anc, in 
reference to the subject petition, stated: 


“Consideration of the basic merits of 
the Bell Laboratories’ petition, which 
goes to the question of the desirability 
of establishing an allocation for th 
broad-band general mobile development, 
will be undertaken in connection wit) 
our proceedings regarding the alloca- 
tion of spectrum space for UHF tele- 
vision service above 470 me and the 
petition will be disposed of in that 
proceeding.” 


It involves a band now allocated fo 
TV broadcasting on an experimenta 
basis. 
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Illinois Bell Asks Injunction 
To Sustain Rate Increase 

A request by Illinois Bell Telephon 
Co. for an immediate hearing on its 
effort to keep the Illinois Commerce 
Commission from interfering with 
rate increase raising gross revenues 
by $34,100,000 annually, was overruled 
May 25 by Chicago Superior Court 
Judge Frank M. Padden. Judge Pad- 
den set June 13 for the hearing on th 
company’s request for an _ injunctio 
(TELEPHONY, May 28, p. 36). 

Meanwhile, the company filed a rat 
schedule with the 
Springfield for the temporary in- 
crease of $7,600,000 a year allowed 


commissio1 at 


by the commission May 12. 


In its injunction petition the com- 
pany alleged that the state commis- 
sion employed procedures and _ prac- 
tices in the rate case which were “a 
mere sham and pretense,” denying 
a fair hearing. On the basis of what 
it called the lawful minimum reason- 
able rate of return on investment, th 
company said that the commission's 
order for the temporary increase, eéf- 
fective to Oct. 10, amounted to con- 
fiscation of company property at the 
rate of $42,000 a day. 

The commission still has nde 
consideration issuance of an order fi 
a permanent rate increase. G. K. Mc 
Corkle, Illinois Bell president, asserted 
that the temporary increase was 1! 
adequate and “jeopardizes our immedi 
ate financing.” 

The company’s new rate schedule, 
filed under protest, is to be passed om 
by the commission soon. In g¢ eral, 
it calls for increases of 30 ce its 4 
month on residential telephone. and 
50 cents on business telephones Ce! 
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T will pay you to standardize on U-S-S Creo- 


sote Oil for all pole-treating operations whether 


hether Ou treat you buy poles already treated or operate your own 
| SI 


treating plant. 


Consistent uniformity of high quality is possible 


Of buy your pokes because production of U-S-S Creosote Oil is a con- 


tinuous operation and not subject to individual 





batching conditions. 


| Creosoting is the proved method of adding years 
INSIST ON r ' 


of extra life to poles by protecting against decay, 


dry rot, fungus, termites and other wood destroyers. 
* & i . ca a 
For over twenty years the nation’s leading utili- 
ties, railroads, contractors, and wood treaters, have 


OSOTE OIL been satished users of U-S-S Creosote Oil. 


| If you have a wood-treating operation where 





Creosote Oil might be of assistance, please feel per- 


fectly free to write. 












COAL CHEMICAL SALES DIVISION 


United States Steel Corporation Subsidiaries 


71 Broadway, New York 6, N. Y. 
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tain small increases are _ scheduled 
also for toll calls in the Chicago 
metropolitan area. 
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Two Nebraska Independents 
Receive Rate Increases 

Two Independents were recently au- 
thorized by the Nebraska State Rail- 
way Commission to raise rates. Under 
the new schedule granted to the Farm- 
ers Mutual Telephone Co., Avoca, rates 
on all types of service will be increased 
25 cents a month, making business 
service $2.15, residence, $1.75, and 
rural, $1.50. 

Testimony by company officials re- 
vealed that 1948 operations, including 
taxes, resulted in a loss of $787.50. 
Operating revenues were $3,127 and 
expenses, exclusive of $766.58 taxes, 
were $3,148. 

The new rates will add $480 in 
revenues upon present development, 
but the commission ordered the com- 
pany to revise its bookkeeping methods 
in order to correctly reflect operations 
before any subsequent rate application. 
The company had been given a 40 cent 
a month increase a year ago. 

In acting upon another rate appli- 
cation, the commission refused the re- 
quest of the Farmers & Merchants 
Telephone Co., Ragan, for permission 
to increase service station charges 
from 50 cents a month to a dollar. 
However, a new rate of 75 cents was 
allowed. 
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Allowed to Discontinue 
Village as Separate Exchange 

Application of the Northwestern Bell 
Telephone Co. for permission to dis- 
continue the suburban village of Rals- 
ton as a separate exchange and toll 
direct rate point, has been approved 
by the Nebraska State Railway Com- 
mission. Its 359 subscribers in Ralston 
will be served from its Orchard ex- 
change. 

In November, 1948, the company was 
authorized to eliminate the Ralston 
local zone service and rates, for which 
there was practically no demand. Dial 
equipment is now being installed, and 
company officials told the commission 
that the new arrangement will avoid 
expensive complications in the dial 
equipment and is desirable to provide 
flexibility, efficiency and uniformity in 
the handling, rating and billing of long 
distance calls and local dial calls 
throughout the entire greater Omaha 
exchange service area. A_ residence 
message, two-party service rate, is to 
be offered Ralston subscribers at the 
$2.75 a month Omaha rate. 

Approved also was a request of the 
company to extend its base rate area 
in two sections of Omaha where a 
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number of new residences are being 
built, the result being to furnish serv- 
ice at a slightly lower rate than the 
rural charge now being paid by sub- 
seribers. 
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Morris, N. C., Independent Asks 
Increased Mileage Charges 

An application for higher rates was 
filed with the North Carolina Utilities 
Commission May 25 by the Morris 
Telephone Co., Roxboro. The company, 
which serves 1,800 subscribers in Rox- 
boro, Hillsboro, Yanceyville and sur- 
rounding areas requested increases in 
its mileage charges for service fur- 
nished outside its base rate area, and 
for mileage charges applicable to rural 
multi-party subscribers. 

The proposed rates would affect only 
a smail portion of the company’s sub- 
scribers, and would amount to several 
hundred dollars annually. 


Vv 
North Carolina Sale Approved 


Sale of the Faison (N.C.) Telephone 
Co. Ine., to the Carolina Telephone & 
Telegraph Co., Tarboro, was approved 
May 18 by the North Carolina Utilities 
Commission. 
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Summary of Commission 
Rulings and Hearings 
Kansas Corporation Commission 

May 31: Hearings on applications of 
American Telephone Co., Abilene, for 
authority to change rates at its Mound 
Valley, Quenemo, Glasco, White Cloud, 
Selden, Onaga and Paradise exchanges. 

June 3: Hearing on application of 
Paul L. Cross for permission to operate 
a telephone company in Sylvan Grove. 

June 13: Hearing on application of 
Mullinville (Kan.) Telephone Co. to 
cease operating; application of How- 
ard Kendall for permission to operate 
a telephone company in Mullinville. 

June 13: Hearings on applications 
of Farmers Mutual Telephone Co., 
Burr Oak, for authority to change 
rates at its South Haven, Carlton and 
Burr Oak exchanges. 

June 13: Hearings on applications of 
3entley (Kan.) Telephone Co. and Col- 
wich (Kan.) Telephone Co. for au- 
thority to change rates. 

June 14: Hearing on application of 
Junction City (Kan.) Telephone Co. 
for permission to change rates. 

June 20: Hearing on application of 
Southwest Telephone Co., Pratt, for 
authority to change rates. 


New York Public Service Commission 

May 23: Hearing on petition of New 
York Telephone Co. for permission to 
issue 1,000,000 shares of common capi- 
tal stock. 

May 25: Hearing on petition of New 
York Telephone Co. for permission to 
change rates. 

May 26: Hearing on petition of Tri- 
State Associated Telephone Corp., Port 
Jervis, for authority to transfer $25,- 
098 from surplus to capital and to 
issue mortgage bonds and 500 shares 
of no par common stock. 


Oklahoma Corporation Commission 

May 25: Hearing on application of 
Blackburn (Okla.) Telephone Co. for 
authority to increase rates. 

June 7: Hearing on application of 
Oklahoma Automatic Telephone o,, 
Kiowa, for authority to increase rates, 

June 9: Hearing on application for 
citation to Coryell Telephone Co., Jay, 
to show cause for lack of improvement 
in service at Disney and Jay. 

June 9: Hearing on complaint of 
Red Rock residents against the service 
of Southwestern Associated Telephone 
Co., Lubbock, Tex. 

June 13: Hearing on complaint of 
Mulhall residents regarding service of 
Southwestern Associated Telephone Co., 
Lubbock, Tex. 

June 17: Continued hearing on ap- 
plication of Seiling residents for im- 
proved service from Western Light & 
Telephone Co., Kansas City, Kan. 

June 17: Hearing on application of 
Aline (Okla.) Telephone Co. for av- 
thority to increase rates. 

June 21 through 24: Continued hear- 
ings on application of Southwesten 
Bell Telephone Co. for authority to in- 
crease rates. 


Pennsylvania Public Utility Commission 
May 23: Hearing on complaint 
William L. Cummings, Frank C. John- 
ston et al against Citizens Telephon 
Co. of Kecksburg, Kecksburg, and th 
Bell Telephone Co. of Pennsylvania 
regarding alleged refusal of both com- 

panies to extend service. 


Wisconsin Public Service Commission 

May 24: Hearing on application of 
Door County Telephone Co., Bailey's 
Harbor, for authority to increase rates, 

May 25: Hearing on complaint of 
L. W. La Chance against Wisconsin 
Telephone Co. regarding service exten- 
sion. 

May 25: Hearing on application 
Bayfield (Wis.) Independent Telephon 
Co. for authority to increase rates. 

May 25: Hearing on complaint of 
William Louis et al against Common- 
wealth Telephone Co., Madison, regaré- 
ing rates and service. 

May 25: Hearing on joint applica- 
tion of Frederic (Wis.) Telephone Co. 
for authority to purchase, and Equity 
Telephone Co., Frederic, to sell the 
latter’s property; application of Fred- 
eric company for authority to issue 
$35,000 of common stock. 

June 1: Hearing on complaint ol 
Harry W. Jonsen et al against Wiscon- 
sin Telephone Co. regarding extensi0 
of service. 

June 1: Commission investigations 
of adequacy of service by Superi 
Rural Telephone Co. and South Range 
Parkland Telephone Co. 

June 2: Hearing on application 0 
North-West Telephone Co., Tomah, 10! 
authority to discontinue service in Its 
Trego exchange and to serve Treg 
subscribers from its Spooner exchange. 

June 3: Hearing on application 
Ladoga-Brandon Telephone Co., Brat: 
don, for authority to discontinue operé 
tion of its Ladoga exchange. 

June 3: Hearing on complaint, % 
Pickett Motor Service et al agains 
Commonwealth Telephone Co., Midiso, 
regarding rates and service. 

June 3: Hearing on application # 
Waunakee (Wis.) Telephone ( 0. fol 
authority to increase rates. 
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Above is a coaxial circuit 
crystal in its glass enclosure. 


At right the crystal is shown, 
I 


a4 times actual size, with 


connecting wires soldered in 
position. Weights on wires 
reflect energy back into crys- 
tal, so cul losse 4 
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How would you solder a wire to a 
crystal? This must be done for most 
of those wafer-thin plates of quartz 
used in electrical circuits. They play 
a big part in the myriad-channel tele- 
phone system that utilizes coaxial 
cables. 

This is how Bell Laboratories sci- 
entists solved the problem: A spot of 
paste containing silver is deposited on 
the crystal and bonded to it by oven 
heat. The crystal is then vapor-plated 
with a thin layer of silver. Then a fine 
wire is soldered to the spot by a con- 


centrated blast of hot air. The result 


BELL TELEPHONE LABORATORIES 


EXPLORING AND INVENTING, DEVISING AND PERFECTING, FOR 
CONTINUED IMPROVEMENTS AND ECONOMIES IN TELEPHONE SERVICE 
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is a rugged electrical connection to 
the surface of the crystal which does 
not interfere with its vibrations. 
Sealed in glass tubes, the crystals 
are precise and reliable performers in 
the telephone system. Each is a crystal 
gate to a voiceway, separating your 
conversation from the hundreds of 
others which may be using a pair of 
coaxial conductors, at the same time. 
This spot of paste, this tiny wire, 
this puff of air are among the tremen- 
dous trifles which concern Bell Tele- 
phone Laboratories in finding new 


ways to improve your telephone service. 











QUESTIONS AND 
TENTATIVE ANSWERS 


REVENUE ACCOUNTING 
(8) What procedure should be fol- 


lowed for tickets covering calls origi- 
nated by mobile station in an area other 
than that in which the station is reg- 
istered for service? 


A. “Roaming” vehicles will be as- 
signed numbers in a separate series 
which will be recognized by operators 
as not being of the series assigned by 
their particular offices. Operator will 
then ask for point of registry and in- 
dicate such on the ticket. This informa- 
tion will permit the Accounting De- 
partment to forward the ticket to the 
proper office for billing. In the event 





that the operator does not recognize 
the number as one assigned to a “‘roam- 
ing” vehicle and the ticket does not 
indicate point of registry, reference to 
a list of numbers allotted to mobile 
service offices which, it is contemplated, 
will be furnished to the accounting de- 
partment, will furnish the billing in- 
formation. Such tickets should be han- 
dled in the same manner as toll credit 
plan calls. 
eee 

(9) What federal tax will apply to 
the various types of mobile telephone 
service? 

A. The acting commissioner of in- 
ternal revenue has ruled that the fol- 
lowing federal tax rates apply to 
charges for mobile telephone service: 


Item Tax Rate 
Equipment charges ......... 15% 
Minimum service charges.... 15% 
Local message unit 

OOS aaa eee 15% 
Installation charges ......... No tax 
Dispatching terminal 

NG nice ti) Saiantrdcd lend 15% 
Message toll charges......... 25% 


* Except when the originating tele- 
phone is a coin box station in which 
event no tax applies to the amounts 
deposited in payment of charges for 
local message units. 


(10) How should messages from wire 


cook type RO 
outdoor sub-dstation protec 


A very rugged Protector, ass 
bled on a bracket of heavy sted 
instead of porcelain—to take roy 
handling and subscriber aby 
without danger of breakage. Oj} 
outstanding features: 


. Uses a Cook Standard Type # 
. Protector unit contains both pm: 
. Mountings contain heavy studs 


. Equipped with heavy zinc weal 


. All structural parts, includis 









































ett 


a 


ee! \ ry al 


é 


Protector unit with molded bake 
lite base for high resistance ‘ 
electrical and physical shocks 


mary and secondary arrestets 
The secondary arrester provide 
a path to ground for lightning 
should the fuses be blown. 


for connecting drop wires att 
ground. 

erproof hood, and bracket ‘ 
mounting on post, wall, etc. 






hood and bracket, are grounded 








Installation of a rural residence telephone on the farm of Albert Coultas, one and one-half miles 
northwest of Winchester, Ill., marked the 50,000th telephone installation for the Illinois Telephone 
Co. The installation of this 50,000th telephone meant that the Illinois Telephone Co. had 
gained over 8,000 telephones since its consolidation some 3 years ago. It also meant that con- 
siderable progress had been made in rural installations of one of Illinois’ largest Independent 
companies. Approximately one-eighth of the subscribers of this company have rural service. Shown 
above are MR. and MRS. COULTAS and W. O. RANDALL (left), Jacksonville division manager, 
Illinois Telephone Co. 
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Desic 
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itself 
tool 
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tail ¢ 
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NO. 17 BRONZE PARALLEL NEOPRENE 
SHEATHED DROP WIRE 


NO. 17 BRONZE TWISTED PAIR NEOPRENE 
SHEATHED DROP WIRE 


Stromberg-Carlson offers these 
two new Drop Wires with five im- 
portant features: 


1. High Dielectric Strength. 


2. Flame-Resistant—Sheath 
will not conduct flame. 

. Weather-Resistant—No 
exterior braids to weather 
and festoon; impervious to 
effects of moisture, acids, 
oils, and factory fumes. 


4. Mechanically Strong. 
5. Time-Tested. 


DISTRIBUTED EXCLUSIVELY BY STROMBERG-CARLSON 


for better offect dead ends specify 
nicopress! 


You can’t buy better Dead Ends than 
Nicopress! 


Designed for use with either copper; 
Copperweld, or iron wire, Nicopress 
Dead Ends star in strength and tightness. 


Installing these Dead Ends is simplicity 
itself. You need no extra tools—the same 
tool used in making regular line splices 
will make the offset dead end as well. 
Nicopress Dead Ends make possible a 
tail of any desired length. 


These Nicopress tools are small and com- 
pact—can be operated with no trouble at 
all close to insulators or cross arms. 


24-hour guaranteed 
direct current, with 


electrox battery 
eliminator 


Designed specifically for the Oper- 
ator’s Circuit on Magneto Switch- 
boards, the PA-05004 type illus- 
trated guarantees current even if 
your AC fails! 


When operating from 110 volt, 60 
cycle lighting circuit, it delivers a 
constant, humless direct current. 
If the alternating current supply 
fails, a built-in Power-off Relay 
automatically transfers the oper- 
ator’s circuit to stand-by dry cells. 


Other models available for Lamp 
Signal (PBX) and Automatic (PAX) 
systems. Products of Rectifier Divi- 
sion, Schauer Machine Co. 








1939-ADJ 
Klein Stream- 
lined Climbers 





1901-M-AD >, 
Klein Stand- 
ard Climbers 







1903-ADJ 
Klein 

Lightweight 
Climbers 


1945-AD] 
Klein 
“Polemaster” 
Climbers 
Matched right 
and left 
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This Bulletin giving complete infor- 
mation on Klein Adjustable Climbers 
will be sent on request. 


aaa & Sons 


o, Il, U S.A. 
8, ILL. 


AVE. on. @ Rem. Were) 1 





Adjustable climbers do away with 
the necessity of stocking many sizes. 
They assure proper fit both in sum- 
mer when light shoes are worn and 
in winter when heavy overshoes 


are needed. 


Klein Adjustable Climbers are 
made of forged steel, individually 
tempered and tested—the same high 
quality that has always been asso- 
ciated with the name Klein. Adjust- 
able sleeve is seamless, one-piece 
construction, permitting climber to 
be adjusted to 15, 15%, 16, 16%, 
17, 17%, and 18 in. sizes. It is 
secured to the shank of the climber 
by a steel bracket engaging through 
two holes and is secured with cotter 
pins. Write for Bulletin giving full 


information. 


ASK YOUR SUPPLIER 
Foreign Distributor: International 
Standard Electric Corp., New York 








telephones to mobile telephones |, 
hilled? 

A. Toll messages should be bille:: o; 
customers’ regular toll service st ite. 
ments in the same manner as reg la; 
message toll service without spc cia 
identification. 

(The End) 
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J. P. Walters, lowa Telephone 
Executive, Dies 

J. P. Walters, 69, Cedar Rapids 
Iowa, executive of the Central Iowa, 
Telephone Co. and general sales man 
ager for the Iowa Electric Light ¢ 
Power Co., died May 15. He suffere 
a series of heart attacks just prior t 
his death. 





J. P. WALTERS 


Mr. Walters was a director of tl 
lowa Independent Telephone Associ: 
tion and one of the owners of the Ce! 
tral Iowa Grain Co. 

Born Oct. 3, 1879, 


he was educated in the Toledo se 


n Toledo, low 


Cornell College and the Universit 
Chicago. He started his caree! 

lic utilities in 1906 with the Tama a) 
Toledo Light & Power Co., whic 
owned by his father, the late W 

C. Walters. That company wa 

to Iowa Electric Light & Powe 
1912. 


In addition to his widow, he 








vived by a son, John, Kansas 
Mo., two daughters, Helen W: 
Chicago, and Mrs. Robert A! 
Omaha, Neb., and a granddaught 


VV 
OBITUARIES 
FLoyp J. CRANDALL, 69, pi el 
and owner of the Oriskany 
(N. Y.) Telephone Corp. sine 90S 


died Apr. 30 at his home in O01 A 

Falls. 
Mr. Crandall also had been soc 
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ated with several other business ven- 
tures and had served on the County 
Board of Equalization and as a local 
assessment examiner for the New York 
State Tax Commission. 


Born Apr. 5, 1880, near Hamilton, 
he was educated in Hamilton schools 
and in the Eastman Business College, 
Poughkeepsie. 

He managed the Hathaway and 
Reynolds Grist Mill from 1904 to 1905, 
a bakery business from 1906-1908, and 
a clothing store for 25 years. 


In 1908, he opened a telephone ex- 
Oriskany 
been 


change and organized the 


Falls Telephone Corp. He had 


president of the telephone company 
since then. 


Mr. Crandall was appointed to the 
Equalization Board May 1, 1940, and 
was reappointed May 1, 1943. He also 
served as a town assessor in 1939, jus- 
tice of the peace for six years, and 
inspector of election for 12 years, and 
was chairman of the Board of Apprais- 
als for the Oriskany Falls Loan Asso- 
ciation. 

He retired from 
last January. 


his state position 


Surviving are his widow, a son, Lysle 
A. Crandall, Oriskany Falls; two sis- 
ters, Mrs. Thomas Kehoe, Waterville, 





BUY YOUR TRUCK SERVICE BODY 


SAVE on Freight. 


body installation. 





A much 
applies to the No. 60 KD ECONOMY 
“PACKAGED” Service Body. 


lower rate 


SAVE unnecessary expense and delay — No 
back-tracking of chassis to body plant for 


SAVE on original cost. No. 60 KD ECONOMY 
Service Bodies cost less! 





Can be assembled - - 
in 4 hours in your 
own garage! 


Patented Lamson 
Lock Nuts furnished : 
for VIBRATION - PROOF, 
RIGID assembly. 


Comes to You in a “PACKAGE” 


— —<— 













WRITE US FOR MORE DETAILED 
INFORMATION AND PRICES ON THE 


NO. 60 KD 
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and Mrs. Lenore Billings, Oak Point, 
and a brother, C. L. Crandall, Utica. 


OscAaR R. THOMPSON, 82, for a »um- 
ber of years president of the Cunning 
County (Neb.) Independent Telephone 
Co., died at his home in West Point 
May 19, after a long illness. Mr. 
Thompson had been a member of the 
house and senate of the Nebraska leg- 
islature before it became unicameral] 
and was a life member of the Nebraska 
State Agricultural Association. 


e © e 
Ney S. KIMBALL, 56, district plant 
superintendent at Southern Pines, N. 


C., for the Central Carolina Telephon 
Co. since 1938, died May 22. A nativ 
of Statesville, N. C., he started work 
with the company in Chesterfield, S. C., 
in 1920. 
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Spring Storms Raise NW Bell 
Plant Damages to $2,000,000 
Two occurring within two 
weeks of April brought total seasonal 
damages to plant of the Northwestern 
Bell Telephone Co. to $2,000,000, it was 


storms 


announced recently. Nebraska was the 


hardest hit because of the wide area 
covered by the storms. In several in- 
of the states were 


involved at the same time. 


stances, two to fou 


Outside assistance was provided by 


the long lines departments of Moun- 
tain States Telephone & Telegraph C 
and the American Telephone & Tele- 
graph Co. Airplanes were used to sur- 
vey the attacked so that crews 
could be dispatched speedily, and emer- 
gency 


areas 


radiotelephone 
employed to cover long distance gaps 
while restoration was in progress. 
Seven storms caused wire breaks In 
excess of 60,000, damaged 12,000 poles, 
knocked out 6,000 


cuits and cut off 700 communities from 


long distance cil- 


the long distance night work. In addi- 
tion 3,300 town and rural telephones 
were put out of service. Eight hun- 
dred men were needed to restore serv- 


ice, most of the time working in |ov 
temperatures and high winds up to 6" 
miles an hour. 
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Chinese 


>> Many 


objects describe them with a picturesque 


names for modern 


clarity. Telephone, for example. wher 
translated into English, is literally elec 


tricity talk. 


e e e 
>> The power of the spoken »ord 5 
about one-thousandth of one-n: /lionth 
of one horsepower, according ‘? Bell 


scientists. 
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equipment was 











It a 
fore 
cer! 
secu 
eral 


stuc 





JU 





ern 
jue 
en 


lec: 


| is 
nth 


sell 


NY 











USITA Analyzes 
FCC Order 


(Concluded from page 14) 





It appears reasonable to expect, there- 
fore, that companies particularly con- 
cerned in this matter will wish to 
secure a copy of the referred to Fed- 
eral Register for their own and careful 
study 


USITA RADIO SERVICE COMMITTEE 

F. E. Norris, New York City, 
Chairman. 

B. U. DARLINGTON, Tampa, Fla. 
C. C. DONLEY, Lincoln, Neb. 
C. W. FRANK, Chicago, III. 
H. E. HAGEMAN, Lorain, Ohio 
W. C. HENRY, Bellevue, Ohio 
G. W. MILLER, Rochester, N. Y. 
RALPH VAN TRINE, Durham, N.C. 
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Donates Trainer to Aid Voice 
Technique of Secretaries 

The secretarial science department 
of Millikin University, Decatur, IIl., 
is going to work on the telephone 
voice. A specially designed trainer has 
been donated by the Illinois Bell Tele- 
phone Cc 


The object is to polish up the voice 
and technique of the secretaries trained 
at Millikin, aceording to Margaret 
Spa of the secretarial science de- 


partment. Because first contact with a 


firm usually comes over the telephone, 
more emphasis will be placed on this 
phase of training, she said. 

Use of the telephone book, telephone 
company services and _ elementary 
switchboard operation are parts of the 





Answers to Questions 
on Page 19 

) The present speed of serv- 
verages about two minutes. 
) With the ultimate attain- 
of operator toll dialing, it 
pected that the average toll 
an be completed in about 45 
According to analysis of 
ipleted calls, the largest 
t of cancellations are 
1 by DA, don’t answer, re- 


No, it should not be con- 
d as a cancelled call. 

The call should be carried 
ird to the following day. 
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course but simple answering technique 
will be the main feature. 


The trainer consists of a circuit with 
one telephone in the class room and 
another in an adjoining room. Through- 
out class periods students take turns 
answering usual business questions 
called in by an instructor outside. The 
training is featured in office practice 
and advanced secretarial classes. 


In addition to hunting for voice 
flaws, the instructor trains the future 
secretaries to keep high voices pitched 
low so they may be understood more 
easily. 











“Reminds me of a telephone repairman | know!” 


Courtesy, HELLO. 


Acorn wire with Neoprene jacket 
Drop . . . Distributing . . . Bridle 


Neoprene means: Longer life, highly resistant to 
acid, fumes, flame, sun checking, also high voltage 


breakdown. 


ACORN INSULATED WIRE CO., INC. 


225 KING STREET, BROOKLYN 31, N. Y. 


LEICH SALES CORP., 427 W. Randolph St., Chicago 





LINDSAY SUPPLY CO., 7016 Euclid Ave., Cleveland 





Automatic Equipment Installed 
At Everett, Wash. 


Independent telephony in the Pacific 
northwest made a major stride on 
Mar. 19 when the West Coast Tele- 
phone Co. cut its new automatic system 
into service in Everett, Wash. The 
change embraced 15,318 stations in the 
four Everett exchanges. 

The Everett exchange serves a pop- 
ulation of about 57,000 people. It is 
the largest city in the West Coast com- 
pany’s Everett district, which comprises 
19 exchanges, serving nearly 31,000 
telephones in a total population of 
144,000. 

The cut-over was the culmination of 
nearly a year of work, involving the 
erection of a new modern building, the 
expenditure of over a million dollars 
and nearly 40,000 man-hours of skilled 
labor. 

The local switching equipment was 
manufactured by Automatic Electric 
Co. and installed by West Coast Tele- 
phone Co. personnel headed by Daniel 
J. Tompers, equipment engineer, and 
Clifford Turnupseed, wire chief. The 
local equipment actually installed will 
serve 4,400 lines and consists of 391 





A 





MAYOR HENRY ARENDS placing the first call through the new Everett automatic system, to his 


sister in the Netherlands. 
manager, 


Standing, left to right, RAY DALTON, vice president and genera! 
West Coast Telephone Co.; G. E. 


KRIEGER, assistant general manager; L. H, 


UNZELMAN, commissioner of public works of Everett; ARTIE WHITELEY, commissioner of safety; 
A. W. LAMBERT, West Coast Telephone Co. engineer; A. M. GLASSBERG, editor, Everett Daily 
Herald; JOHN ARENDS; T. S. GARY, vice president, Automatic Electric Co.; CLARE DOBLER, 


president, Everett Chamber of Commerce, and RUSSELL J. LOVELAND, 


engineer, West Coast 


Telephone Co. 


This consists of step-by-step equipment 
for 700 lines and 2,600 connector ter- 


minals. 


The new 32-position toll switchboard at Everett, Wash. 


line finder units, two-motion type; 
1,400 selectors; 850 connectors; 100 in- 
teroffice trunk repeaters; 12,000 con- 
nector terminals. The installation is 
“terminal per station.” 

The plant may be built up to an ulti- 
mate capacity of approximately twice 
the present installation. In addition, 
the equipment includes 32 positions of 


No. 3 Automatic Electric toll board, 
four positions of No. 3 information 
desk, three positions of No. 1 test 


board, and a fully automatic 63 KVA 
emergency power supply. 

In addition to the downtown plant 
installation, a completely new installa- 
tion was made at the Highland ex- 
change in the southern part of Everett. 
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The cut-over was made the occasion 
for a midday ceremony presided over 
by Vice President and General Man- 
ager Ray Dalton, at which Henry 
Arends, mayor of Everett, placed the 
first call. Entirely unknown to Mayor 
Arends, it had been arranged that he 
should be connected to his sister in the 
Netherlands, to whom he had not 
spoken for years. 
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Television by Telephone 
Possibility for Future 

If future owners of television 
tired of wrestlers, hoofers and 
comedians and think they would like 
to bring in the show at 


many 


sets 
grow 


tadio City, 


they will be able some day to ca 
a special telephone operator, ask fo 
the program of their choice and the 
sit back and enjoy it. 

That’s a vision promised by 
vision,” a new development 
Zenith Radio Corp. Zenith officials saj 
PV has been fully tested and is already 
built into their TV sets. An easilj 
attached adapter can convert any othe 
set to phonevision, the company claims 

Phonevision works through the tele 
phone wire and the fees for programs 
will be sent monthly on a special tele- 
phone bill. Although the 
would be coming over the 
wire, the telephone could still be us¢e 
for ordinary purposes. 

One channel 
aside for PV. 


progran 


telephone 


would have to be set 
velopers, arrangements would be mad 
to transmit six or eight programs eac! 
day, ranging from up-to-the-minut 
movies to stage shows direct from the 
theater. PV programs would be liste 


in the papers as movie schedules at 


today. 

The Zenith Corp. claims that a ie 
of about $1.00 will cover the cost 0! 
any PV_ show — insignificant the 


feature for the evening were a Broad 
It would mean no traveling 
no baby-sitters, no scalpers. 


way show. 


The fee would be split in half, wit! 
50 per cent going to the producers 0! 
the PV show and the remainder Deine 


split among the 


the broadcaster and the actor’s fund 

Zenith is reluctant to say whel 
phonevision will begin. It has_ bee! 
made available to all manufacture! 
and their acceptance will, of courses 


help speed the new development 


TELEP!4ONY 


According to the de 


telephone company; 
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KENNECOTT CABLE 


There are many reasons for the high quality 
of Kennecott Telephone Cable...good mate- 
rials, good workmanship, and the careful 
testing of all cable before it is shipped. 


Right now we’re turning out more cable 
than ever before, to help fill the unusually 
large postwar need for it. We’re anxious for 
the day when we will be able to serve you. 
In the meanwhile, full data concerning 


Kennecott Cable may be obtained from any 
Chase Office. 





Chase Brass & Copper Co. is an affiliate 


- ith 
company of Kennecott Wire and Cable, with 


are in 

26 sales offices (23 of them u arehouses) 4 

fins j ‘s fr coast. 
leading industrial centers from coast to 

















CHASE BRASS & COPPER CO. 


—INCORPORATED— 
WATERBURY 20, CONN. - DISTRIBUTOR FOR 


KENNECOTT WIRE & CABLE CO. 
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SUBSIDIARIES OF KENNECOTT COPPER CORPORATION 





ann . ¢ MINNEAPOLIS PROVIDENCE 
HOUSTON CHASE Is to NEWARK ROCHESTER t 
al WAREHOUSES « . m NEW ORLEANS ST. LOUIS 
manor - and OFFICES NEW YORK SAN FRANCISCO 
a ae a PHILADELPHIA SEATTLE 
rence PITTSBURGH WATERBURY 

Tindicates Sales Office Only 

= 4, 1949 





SAVE - SAVE * SAVE «ace 


D 
LORAIN’S COMBINED snoragonine AN 
BATTERY CHARGING UNI 


A COMPLETE POWER PLANT 
ON A SINGLE FRAME 


ee 





BC 20 


’* Amp. 
Sub-Cycle 
Static Ringing 
Converter 


High-Low Voltage 
Alarm Circuits 
Power 
Distribution 

Panel and 
C.E.M.F. Controls 


WHSr ree cRgeerque -ag- 
RRR dimes cikinnhnn «mew 


miliiiiaal 


a 
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1200 B 
FLOTROL 


| Rated 24 Amps. 
| 51.6 Volts 

| with Maximum 
Overload 
Capacity to 

40 Amps. 


Self -Protecting 
On Overloads 





For 7’- 23” 
Relay Rack 





® SAVES SPACE 
® SAVES INSTALLATION TIME 
© SAVES MAINTENANCE COST 


BECAUSE THERE ARE NO MOVING PARTS 
T Get complete details from Your 
FLOTRO}], 


Dealer or write direct. 
: 
LORAIN PRODUCTS 
Sue-crcié CORPORATION « DEPT. P 


1722 F STREET, LORAIN, OHIO 
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Operates ON ANY DERRICK TRUCK 
~~ | Tev-t-LECT 









@ Adjustable for clean holes 


to 8 ft. deep | POLE HOLE 
@ Interchangeable augers | 

9” to 16” diameter NN DIGGER 
@ Drills a straight hole from " 


any truck position 


@ Easy to-vse—easy to 
transport 


— 


A 


Wi1TH the Tel-E-Lect 
Pole Hole Digger, you 
use the same truck and 


ee 


crew that sets the pole. e 

You can drill a hole any p 

place that you can spot \® 

the pole derrick. A 2. 

single bolt attaches the Rear or Front 


digger to the truck; it Mounted 
works suspended from the derrick. Powered by 
the truck motor through a power take-off shaft, 
Tel-E-Lect is raised and lowered by the winch 
line. Fits the budget of even the smallest utility, 


and quickly pays for itself. Ask for circular. 


















DUCT WIRES 


TELEPHONE REQUIREMENTS 


LONG LIFE 


Neoprene Jacketed Drop and Bridlé 
Be Wire 


proof Braided Drop and Bridle 
P< Tree - Ground Switchboard - 


rae '& 
ams 
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“Judge” Emrey Joins 
L. M. Berry & Co. 

L. M. Berry & Co., Dayton, Ohio, 
telephone directory advertising organi- 
zation, has announced, effective May 1, 
the appointment of “Judge” E. B, 
Emrey as special representative, with 
headquarters in Atianta, Ga. 





E. B. EMREY 

It is stated that Mr. 
devote his time to contact and public 
relations work with telephone compa- 
nies in the southern including 
the handling of 
Loren M. 
terests in the south. 
“Judge” Emrey 
manager of the 


Emrey will 


states, 
matters for 
Berry, who has various in- 


special 


Georgia 
Tele- 


retired as 
Southern Bell 


phone & Telegraph Co. in 1947, after | 


many years with the Bell System. He 
was general manager of the Florida 
Telephone Corp., Ocala, Fla., until he 
joined the Berry company. 























‘Father! You’re wanted on the phone!’ 








(Courtesy, Micl Be 
TELEPHONY 























Copperweld Steel Makes 
New Appointments 

Announcement was made today by 
William J. MclIlvane, executive vice 
president in charge of Copperweld Steel 
Co.’s wire and cable division, Glassport, 
Pa., of the appointment of William W. 
Ege to the newly-created position of 
vice president-sales. 

Mr. Ege, active in the power, rail- 
road and communication fields through- 
out the United States, has wide sales 
and engineering experience. He was 
general manager of sales and prior to 
that was located in the company’s Chi- 
cago office in charge of western district 
sales. 

Other promotions, announced at the 
same time by Mr. Mcllvane, involve 
F. E. Leib, who was appointed assistant 
to vice president-sales, and P. A. Ter- 
rell, who was elevated to assistant vice 
president. 

Mr. Leib, formerly assistant general 
manager of sales, was Copperweld’s 
representative in Washington, D. C., 
for several years prior to 1944. Before 
that he was development engineer at 
Glassport. 

Mr. Terrell was assistant to the ex- 
ecutive vice president. Before making 
Glassport his headquarters, he served 
in important sales and engineering ca- 
pacities in Washington and Atlanta. 
In the latter location, he was manager 
of Copperweld’s southern sales district. 
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The sew 75-passenger "Clipper America,"’ lat- 
est ov dition to the fleet of Pan-American World 


Airwoys, is equipped with a complete Kellogg 
intercommunication system to increase opera- 
tion: ficiency during projected landplane 
eigh nd one-half hour flights between San 


Fran © and Honolulu. The intercom handsets 


are use by the ship's three-man crew and 
two .tewardesses. This telephone equipment can 
also cut into the ship's public address system 

f wift communication to all passengers. 
JUNE 4, 1949 
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ey of Floating Voltage with 
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sete, ; Battery Chargers 
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You can increase battery life, reduce maintenance and 
supervisory costs through the use of simple, compact 
Power Equipment Battery Chargers. How? Why? First, 
because they give you accurate control of floating volt- 
age... within + 1% ... which entirely eliminates 
the life-absorbing effects of over or under charging. 
Second, because they’re fully automatic in operation 
electronically or magnetically controlled and 
regulated . . . designed especially to provide 
dependable, efficient, trouble-free charging at 
lowest possible cost. And important, too, they‘re 
the tested, proven products of over 13 years 
specialized experience in the field of con- 
trolled rectifiers. Standard models up to 1OKW 
write today for complete information. 


POWER EQUIPMENT 





Specialists in Controlled 
Rectifiers Since 1935 


55 ANTOINETTE STREET DETROIT 2, MICHIGAN 
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Direct Line 


PULL! 


Saves Time & Works 
—ON CABLE, ~~ 
TRANSPORT 

AND ALL GUY 

WIRE MAIN- 
TENANCE 


oe 


Simplex 
‘i NO. 324 AERIAL 
WIRE TENSIONING JACK 





Speeds trolley, fence and guy wire 
repair. Ideal for overhead work; weighs 
only 13 lbs., with| 204” travel and 2 
tons cap. Speed trigger permits instant 
slack take-up when jack is not under 
load. Safety clip holds lever securely. 


SEND FOR BULLETIN: UTILITIES 49 


Simplex 


2" ie LSVER . SCREW - HYDRAULIC 
1949 4 
a * 


~ Jacks 


TEMPLETON, KENLY & COMPANY 
1044 So. Central Ave. * Chicago 44, lll. 





Reduce Labor Costs 
With Metal Markers 


Any public utility can reduce installation 
and maintenance costs in property marking 
for identification by abolishing the old, 
costly method of stenciling and substituting 
Premax Stamped and Embossed Metal Let- 
ters, Figures and Tags. Cost less to install 

last as long as the average pole. 


Write today for illustrated booklet show- 
ing how the Premax method is saving money 
for other utilities. 


PREMAX PRODUCTS 


DIVISION CHISHOLM-RYDER CO., INC. 





4944 Highland Ave., 


42 


Niagora Falls, 


| pe i; 
| LEFF 





N. Y. 
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ELECTRIC FANS—A new Emerson 
Electric master fan catalog, illustrating 
detail its 
complete line of 1949 fans, is offered 
by The Emerson Electric Mfg. Co. 


in color and describing in 


The 32-page catalog gives design and 


construction specifications with com- 


plete performance data on the various 
types of desk and stand fans, air circu- 


lators, ceiling fans, room ventilators, 


exhaust, attic and window fans. In- 


cluded is detailed dimensional informa- 


tion for Emerson-Electriec exhaust and 
ventilating fans and accessories. Re- 
quest HL 127. 

e ee 


UNIVERSAL TESTER — Ultra- preci- 
sion in four individual ranges permits 
Dillon 


the operator of the multi-low- 


range universal tester to obtain close 
readings on its eight-inch dial. The 


scale is available in ounces, tenths 


pound, or kilos, four divisions each, 


with scale in different colors. A new 
Bulletin M on this instrument has been 
issued by the manufacturer, W. C. Dil- 
lon & Co., Inc. Full description of the 
operation of the tester, with photo- 
graphs of all parts, are presented. 


as 
The 


paper, thread, fabrics, plastics, springs, 


new tester will accurately test 


film, cord, leather, wire, resins, adhe- 
sives, glass, wood, ceramics, cardboard, 
felt, bakelite, insulation—virtually any 
material light enough to fall within the 
range of its four scales. 

Net weight of tester is 170 pounds; 
height 64 ins. A metal stand is included. 
It can be easily moved about, and takes 
up little space. Entire assembly is fin- 
ished in polished chromium and gray 


Request HL 128. 


crackle. 


MULTI-PURPOSE CARRIER—Radio 
and wire line applications, covered by 
Lenkurt Type 44 carrier equipment, are 
described in a new folder, Form 44P4. 
This piece of literature shows how these 
units can be employed for voice, tele- 
graph, telemetering, and control instal- 
lations as well as a wide variety of com- 
binations of the four uses. 

Several kinds of systems are illustrated 


photographically and diagrammed 


schematically. A tabulation is included 


which details the type of operation; 


width ; 
number of channels; channel spacing; 


transmission speed or band 


spectrum location; equipment type des- 





ignations related to the functions of 
voice; teletype or multiplex printer: 
on-off control: dialing, pulsing. or 


manual-automatic keying; or remote 
tuning with reversible motors. Request 


HL 129. 
ee e@ 


POLE GUIDE—The Wood 


ing Division of Koppers Co., Ine., has 


Pre -ery- 


made available a new 18-page technical 


bulletin planned as an informative 


guide for and buyers of poles. 
The ‘Pole 


service records, electrical resistance in- 


users 

Buyers’ Guide” presents 
formation, and comparative cost figures 
of pressure-creosoted poles. 

Pole specifications for all species as 
established by the American Standards 
Association and accepted by the largest 
pole users are presented in detail. The 


booklet 


quirements for 


manufacturing = re- 
bark 


trimming, framing, and marking poles 


gives the 
removal, sawing. 


and defines widely used wood termi- 


nology. 


Five tables of dimensions for differ- 


ent species of poles are included along 


EXTRA Holding Power 
QUICKLY Installed 
TOUGH For long life 









EVERSTICK 
ANCHORS 


For new construction and maintenance 


— Everstick Anchors speed up work and 
provide dependable anchorage on all 
types of jobs. Made of resiliant, rust 
resistant malleable iron. The toughest 
anchors made. Write for bulletin. 


_ EVERSTICK ANCHOR CO. 
___—sPASIRFIELD, IOWA 
TELEP HONY 
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with a diagram showing the measure- by Kato Engineering Co. Request HL 


ment of sweep and short crooks in 131. 
. oles. Attention also is focused on the : aos = , ae 
P ‘ : ‘ ' GROUNDLINE POLE INSPECTION 
a proper unloading technique which will ‘ Page 
-_ : —A new bulletin describing the Os- 
s prevent injury to workmen and damage 


‘ : mose method of groundline inspection 
to poles at their destination. Request - F 


of HL i130. 


and maintenance of poles, entitled 
‘How to Keep Your Poles Up and Costs 











r; 
ae ee e« @ Down,” has been issued by the Osmose 
) 7 
ne Wood Preserving Co. The booklet tells 
a GAS ENGINE DRIVEN POWER | of the service of this company in con- 

PLANTS—A new catalog sheet, Form nection with the inspection and ground- 

1349, describing its gas engine driven line treatment of standing poles. Re- SAVE MATERIALS! 

standby power plants, has been issued quest HL 132. a 
V: Long spans make possible net saving 
as of 10 to 20 pole structures per mile. 
al TELEPHONY PUBLISHING CORPORATION 
ve — - 

Suite 1650 $ 0 ] 

es, 608 S. Dearborn St. AVE LAB R! 
ts Chicago 5, Hl. . i 
: : , — : Fewer holes to dig; less material to be 
in- Please have the manufacturer send me without obligation the litera- ; 
"eS ture indicated by the following numbers: handled, installed and connected. 


HL 127 HL 128 HL 129 HL 130 HL 131 HL 132 


i Title — SAVE MAINTENANCE! 











. Company Fewer poles mean less maintenance. 
he — High strength reduces possibility of 
sos Town and State breaks. 
me 6-41-49 
ni- 
= Chance Company Completes ground exhaust system is being in- 
= Building Construction stalled in the mill room. 
Construction has recently been fin- The building is illuminated through- 
ished on a new factory building for the out by fluorescent tubing. 


A. B. Chance Co., Centralia, Mo. (See 
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cut). 
Its 40,000 square feet of floor space 2 Better is the wrong with sincerity, 
house a machine shop, kiln room, test rather than the right with falsehood. 
enclosure, assembly and storage areas —Tupper. 
} for manufacturing switches, cutouts, 
-_ fuses and hot line tools. 
Items of interest in new machine Diogenes, the crusty old Greek 
) shop equipment which maintain Chance philosopher, searched all over the 
precision machining standards are the place for an honest man. 
automatically controlled electrocycle He should have gone to Rutgers 
lathe and drill press with micrometer University in New Brunswick, N. J. 
adji stment table. The _electrocycle Recently a crisp dollar bill was 
— Ss rayne of its type to pinned to a “lost and found” no- Write for Your Copy 
he tice on a campus bulletin board. 
Selected woods for hot line tools are The message read: of Manual No. 203! It is filled with inter- 
stor — dried in the large kiln room “Found in telephone booth. esting and factual information on how to 
prior to treatment to prevent moisture 99 . . 
nimi Loser please take. build better rural lines at lower cost per 
] Six vent stacks, built into the roof At last report, the dollar bill mile. 
| of t building, circulate 300,000 cubic was still there. Distribuied by 
feet fresh air per minute. An under- 








Leading Jobbers 
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INDIANA STEEL 
& WIRE COMPANY 


Muncie, Indiana 
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CLASSIFIED SECTION 


Rates 15 cents per word payable in advance. Minimum charge $3.00 for 20 words or less. 





_FOR SALE 


TELEPHONE EXCHANGE. All new 
handset telephones installed last year. 
Ideal for man and wife. Priced less 
than two and one-half times yearly in- 
come. Good toll business and good 
rates. Office in residence. Creston Tele- 
phone Exchange, Creston, Wash. 





TELEPHONE EXCHANGE in southwest- 


ern Kansas. Center of activity of 
world’s largest gas field. Approxi- 
mately 600 stations. Annual income 
after Bell settlement and taxes, $24,000. 
Write: Box No. 2771, c/o TELEPHONY. 

NEW AUTOMATIC ELECTRIC DIALS at 
a 20% discount. Cat. No. Ak-11 with 
AK-30 Number Plate. 133 available at 


$4.80 each. 
sel Electric 
Galion, Ohio. 


Kis- 
Sherman, 


Immediate shipment. 
Products, 431 


MAGNETO WALLSETS, compact type, 
serviceable condition. Inquire: THE 
LINCOLN TELEPHONE AND TELE- 
GRAPH CoO., Lincoin, Nebr. 


IMMEDIATE SHIPMENT FOB 
LOTTE—Net 30 days—NEW 
101-pair No. 19 ga. paper 
jute protected, single paper telephone 
cable, .09 MC, .084 in. lead, 1% ant. on 
one reel new. $908.38 per M feet. 

MILL-POWER SUPPLY CO. 
Charlotte 1, N. C 


CHAR- 
500 = ft. 
and lead, 


FOR SALE 


 Smmaiiate digeant. Pole endiete, 


crossirms, hardware. Wire: : drop, 
emergency. Test-sets, coils, condens- 
ers, telephones. Hundreds of_ items. 


Elfvin Products, Flemington, N. 


TELEPHONE EXCHANGES at Matthews 


and Waxhaw, North Carolina, near 
Charlotte, the largest city in State. 
Total stations 175, magneto service, 
good toll revenue and remarkable ex- 
pansion possibilities. This is a good 
buy for right party. Write Central 
Carolina Telephone Co., Southern Pines, 
N. ©. 


SWITCHBOARD: Western Electric 1200 
type Magneto; two positions, 330 lines, 
15 cord circuits per position; just re- 
moved from service; fair condition 
I eee eT See eT Te ee $300.00 

Distributing Frame: Western Elec- 
tric 1425 type; 300 lines complete with 
1269A type protectors and No. 65 type 
COPEL MUTIDE ois. sce ces sans $90.00 

Walnut Hill Telephone Co. 
P.O. Box 207, Lewisville, Ark. 





45 Pay-Out Reels, like new... .$6.00 ea. 
Havens Grips, NEW....... . 1.00 
Tree Trimmers, 10 foot handle. 3.00 


Cash with Order. WE GUARANTEE 


Wm. M. Miller & Sons 
2561 Madison St., Chicago 12, Ill. 

















RECONDITIONED 


MAGNETO TELEPHONES 
WESTERN ELECTRIC CO. 


WALL SETS — DESK BOXES 


TWO- THREE- OR FIVE-BAR GENERATORS 
1000 OHM—2500 OHM OR HIGH IMPEDANCE RINGERS 


DESK STANDS 


1020-AL OR 1051-AL (DIAL BLANKED) 
PROMPT DELIVERY 


ASK FOR CIRCULAR 1147-A 


BUCKEYE TELEPHONE AND SUPPLY CO. 


COLUMBUS 6, OHIO 








FOR SALE 


Wire for pera distribution or buried 

rural lines. Also used for drops. 

No. 17 A.W.G. Solid Copper Con- 
ductors, parallel laid, heavy synthetic 
insulation. 

Especially designed to be buried di- 
rectly into the ground —half mile 
reels. 

Special price $12.00 per 1000 ft. F.O.B, 
Chicago. 


TELEPHONE REPAIR & 
SUPPLY CO. 


1760 Lunt Ave., Chicago 26, Ill. 


KELLOGG MASTERBUILT 
SWITCHBOARD AND EQUIPMENT 
Available about July 1, 1949 
(now in service) 

140 C.B. or L.B. Lines 
20 Ring Down (rural or toll) 
15 Universal Cord Circuits 
1 Lorain Sub Cycle 
24 Volt Exide Battery, 
volts each 
W. E. Co. No. 1268-20 M. D. F 
Terminal Blocks 
ST. CLAIR COUNTY 
Pell City, 


4 Batteries 6 
. 80 Line 


TELEPHONE Co, 
Ala. 





Kellogg desk stands—completely rebuilt, refin- 
ished, and furnished with new cords through- 
out os ; errr. 


Limited Time Special 
Kellogg No. 41 receivers—complete—with beauti- 
fully repolished shell and new corde 
than rebuilding .... ‘ ee 
Special Prices in lots ‘of ten or more 
Special Cord Deal—We will furnish a six foot 
three cond. cord and a 36 in. rec. cord at 
50 cents per set. These are black, but brand 


new. You save 32 cents per set. 
Battery Boxes—3 cell ..$ .65 ea. 
W.E. No. 47 Switchboard ‘Plugs—New. ..$ .50 ea. 


Rebuilt Kellogg No. 22 Trans. with new mouth- 
piece—less back $1.35 
Kellogg all steel enclosed gong signal sets with 
either st. line or harmonic ringers—rebuilt— 
602 type ...$3.00 ea. 
We will recharge and refinish your trans- 


mitter for only 75 cents each. Guaran- 
teed workmanship. 
We also stock many other items. Write for 


your needs and prices. 45 years of service 
to the Independent Telephonist. 


E. C. Stoeffhaas, Jr., Mgr. 


REBUILT ELECTRIC EQUIPMENT CO. 


1704 W. 21st Place Chicago 8, Il. 








BRAND NEW 
$4750 


PER BOX 










STROMBERG CARLSON 24 VOLT 
CODE No. 24B-2 


Brand new in original cartons. 
Packed 100 to a box. 


Immediate Delivery 
F.O.B. Tuckahoe 7, N. Y. 


ELECTRONICRAFT 


5 WAVERLY PLACE TUCKAHOE 7, N. * 
PHONE: TUCKAHOE 3-0044 














TELEPHONY 





